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ADJUSmSKTS OF THE TYPE BAR PAGE PRINTER (MODEL 15) 



The following adjustments are arranged in a sequence that would be 
followed if a complete readjustment of the printer were undertaken. This fact 
should be kept in mind when a single adjustment is to be made. 

Ylhen the text of any adjustment in this bulletin specifies the set- 
ting up of a certain character or function, the following method should be 
used: 

Rotate the main shaft until the printing bail 
is in its extreme rear position. Hold the front 
edges of those vanes down i^ich correspond with the 
marking impulses of the combination (see code chart 
for code combination) to be set up. Then rotate 
the main shaft in accordance vdth the instructions 
outlined in that particular adjustment. 

The spring tension values indicated in this bulletin were derived 
from measurements made with Teletype spring scales. These spring scales are 
calibrated for use in a vertical "pull" position. Yflien used in any other posi- 
tion, the reading is an indicated value. Therefore, in order to obtain the 
proper spring value readings, the spring scales which are included in the 
Teletype printer catalog tool list should be used: 

NOTE: In all the figures of this bulletin, fixed pivot points 
are designated by solid black circles. 

TYPIlNfG UNIT ADJUSPCTTS 

Instructions for Removing the Type Bar Carriage from the Typing Unit 

To do this, operate the carriage return lock bar (Figure 49), and 
mre the carriage to the extreme right. Operate the dashpot lever (Figure 49), 
locking the carriage in this position. Hold the carriage return spring drum 
so that the spring cannot unwind. Then unhook the draw strap from the carriage 
and hook the eyelet of the strap onto the margin bell hammer spring post (Figure 
47). Move the rigbt margin adjusting screw am (Figure 18) to the rear. Operate 
the carriage return lock bar again and remove the carriage by sliding it off to 
the right. 

Plunger Guide Roller Bracket Adjustment (Figure 2) - See Note (A) 

There should be not more than .010" clearance between either the right 
or left end of the pull bar bail and the stripper plate (Figure 5) when the bail 
is moved to its extreme forward position. Also the flanged guide roller should 
be parallel, or within .002" of being parallel, to the surface of the plunger, 
and both guide rollers should rotate freely. 



(A) These requirements should be checked with the type bar carriage 
removed. 

NOTE: After making a single adjustment, check related adjustments. 
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To adjust the position of the pull bar bail vrith relation to the 
stripper plate, loosen the plunger guide roller bracket mounting screws and 
move the bracket to the right or left. To adjust the flanged roller v/ith 
relation to the plunger, move the ro3J.er end of the bracket up or down with 
the mounting screws friction tight. Tighten the mounting screws* 

Plunger Roller Eccentric Mounting Stud Adjustment (Figure 2) - See Note (A) 

There should be some play, not more than •004", between the pull bar 
bail plunger and the rollers. Check for this play throughout the entire travel 
of the plunger. 

Adjust the position of the eccentric mounting stud to obtain this 
requirement. 

THE TYPE BPJi SEGlOaiT /J5S]3-,IBLY SHOULD BE PJiroVED FOR CHECKING THE T/JO 
FOLLOVaNG SPRING T3I^SI0N RiSQUIREflSNTS, 

NOTE: To check the two following requirements, remove the type bar 

backstop (Figure 7), unhook the ribbon carrier from the ribbon 
oscillator lever (Figure 13), and remove the type bar segment 
mounting screws (Figure 3). Hold the pull bars out of engage- 
ment with the code bar mounting plate (as an aid, use a piece 
of string or wire under the pull bars) , and slide the assembly 
forward. 

Pull Bar Spring Tension (Figure 3) - See Notes (A) and (B) 

YJith any spring unhooked from its pull bar, hook an 8 oz. scale in 
the spring eye and pull vertically. It should require 2-1/2 to 3-1/2 ozs. to 
pull the spring to its position length. 

Ribbon Feed Pawl Spring Tension (Figure 4) - See Notes (A) and (B) 

V^ith the pull bar bail (Figure 5) in its extreme rear position and 
the carriage held in its normal position, unhook the ribbon feed pawl spring 
from its post. V/ith an 8 oz. scale held in a horizontal position and hooked in 
the spring eye, it should require 2-1/4 to 3-1/4 ozs. to pull the spring to its 
position length. 

Replace the type bar segment assembly, the type bar backstop, and the 
ribbon carrier. Care should be taken to locate the ribbon lockout bar and 
detent spring (Figure 15), and the ribbon oscillator lever (Figure 13) in their 
respective slots. 



(A) These requirements should be checked v/ith the type bar carriage 
removed. 

(B) These requirements should be checked with the type bar segment 
assembly removed from the type bar carriage. 

NOTE: After making a single adjustment, check related adjustments. 
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Code Bar Mounting Plate Adjustment (Figure 5) 

With the pull bar bail in its extreme rear position, move the code 
bars to the ri^t. Then move the pull bar bail opposite the pull bar humps. 
There should be .008" to .020" clearance between the humps on all pull bars 
(except the blank pull bar) and the pull bar bail, l/ith the code bars moved 
to the left position, there shoiald be a like clearance betv/een the blank pull 
bar hump and the pull bar bail. 

NOTE: V/hen checking this adjustment, all the play of the pull bar b^dl 
should be taken up in a direction to make the clearance a minimum. 

To adjust, remove the bell crank mounting plate assembly (Figure 16) 
from the type bar carriage assemb]y, being caref\a not to bend the bell crank 
retainers. Position the code bar mounting plate by means of its elongated 
mounting holes to secure the specified clearance. 

Ribbon Feed Shaft Bearing Plates Adjustment (Figures 6 and 7) - See Note (A) 

The left end of the ribbon feed shaft should be flush with the inner 
end of the left vertical feed shaft bevel gear teeth, Yfhen the ribbon feed 
shaft is in its left position and the left vertical feed shaft bevel gear is 
held in engagement with the ribbon feed shaft gear. A like condition should 
exist when the ribbon feed shaft is in its ri^t position and the right 
vertical feed shaft bevel gear is held in engagement >vith it. 

To adjust, loosen the mounting screv/s of both right and left ribbon 
spool brackets and move the brackets upward as far as the elongated mounting 
holes will permit. Tighten the mounting screws with the brackets vertical. 
Adjust the right bearing plate by means of its clamping nuts to meet the first 
requirement. Adjust the left bearing plate in a like manner, with the ribbon 
feed shaft in its right position, to meet the latter requirement. 

Ribbon Feed Shaft Detent Spring Adjustment (Figure 6) - See Note (A) 

The center of the ribbon feed shaft detent roller should be at the 
same height as the center of the ribbon feed shaft, and the shaft detent 
should travel equally on either side of the detent roller when the shaft is 
moved from its extreme left to its extreme ri^t position or vice versa. 

To adjust, loosen the mounting screws of the ribbon feed shaft detent 
spring, and position the spring. 

Ribbon Feed Shaft Detent Spring Pressure (Figure 6) - See Note (A) 

Move the ribbon feed shaft to its extroae left position. Hook a 
32 oz. scale over the detent roller hub and pull horizontally toward the rear 
of the type bar carriage. It should require 19 to 23 ozs. to start the roller 
moving away frcm the detent. Then move the ribbon feed shaft to its extreme 
ri^t position and check the pressure of the detent spring in the same manner. 
These two pressures should be within 2 ozs. of being equal. 



(A) These requirements should be checked with the type bar carriage removed. 
N0T3: After making a single adjustment, check related adjustments. 
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To increase or decrease the spring pressure, r^ove the spring and 
bend it. To equalize the pressure, position the sprdjig to right or left. 

Vertical Ribbon Feed Shafts Adjustment (Figure 7) - See Note (A) 

The lower ends of the right and left vertical ribbon feed shafts 
should be flush with the outside edges of their respective bevel gears. 

Adjust by means of the bevel gear set screws, being sure that when 
the set screws are ti^tened they bear against the flat faces on the shafts. 

Ribbon Spool Brackets Ad.justment (Figure 7) 

vath the ribbon feed shaft in its left position, the left vertical 
ribbon feed shaft should have some end play, not more than .015", during one 
revolution of the vertical ribbon feed shaft bevel gear. The right vertical 
ribbon feed shaft should have a like amount of end play, when the ribbon feed 
shaft is in the ri^t position. 

MOTE: liVhen checking the vertical feed shafts for end play, take up 
the bearing play of the ribbon feed shaft in a direction so 
as to make the end play of the vertical feed shaft a maximum. 

Adjust both right and left ribbon spool brackets by means of their 
elongated mounting holes to meet this requirement, being sure that the brackets 
are vertical* 

Ribbon Spool Shaft Spur Gears Adjustment (Figure 8) 

The ribbon spool shafts should have some end play, not more than .006". 

To adjust, loosen the set screws of the vertical ribbon feed shaft 
spur gears and move the gears out of engagement with their respective ribbon 
spool shaft spur gears. Then position the ribbon spool shaft spur gears by 
means of their set screws. V/hen ti^tening the set screws, make certain that 
they bear against the flat faces on the shafts. 

Vertical Ribbon Feed Shaft Spur G ears Adjustment (Figure 8) 

Both right and left vertical ribbon feed shaft spur gears should line 
up T-vith their respective ribbon spool shaft spur gears. 

To adjust, position the vertical ribbon feed shaft spur gears by means 
of their set screws making sure that the set screws bear against the flat faces 
on the shafts. 

Ribbon Spool Gups Adjustment (Figure 9) 

The centers of the ribbon rollers should be 3/4" to 7/8" ±n front of 
a line through the centers of the ribbon spool shafts. There should be no bind 
beSSen the ribbon spool shaft spur gears and the vertical ribbon feed shaft 
spur gears at any point in their engagement. 

(A) 'Ehese requirements should be checked .vith the type bar carriage removed. 
NOTE: After making a single adjustment, check related adjustments. 
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To adjust, position each ribbon spool cup by means of the nut on its 
ribbon spool cup bushing. When ti^tening the nut, take up the play between 
the ribbon spool cup bushing and the bracket in a direction to make the play 
between the spur gears a maxamum. (See Figure 8 for location of parts.) 

Vertical Ribbon Feed Shaft Spring Tension Adjustment (Figure 9) 

Move the ribbon feed shaft to the ri^t, thus disengaging its gear 
from the gear on the left vertical feed shaft. Hook an 8 oz. scale onto the 
pin on the left ribbon spool shaft and pull in a horizontal direction. It 
should require 2-1/2 to 3-1/2 ozs. to start the shaft revolving. Move the 
nbbon feed shaft to the left and, in the same manner, check the spring tension 
of the ri^t vertical ribbon feed shaft. 

To adjust, position the collars on the vertical feed shafts (Figure 8), 
by means of their, set screws. 

Ribbon Reverse Shafts Adjustments (Ftotre 10) - See Note (A) 

There should be .040" to .060" clearance between the bottcms of the 
ribbon spool cups and the upper ends of the ribbon reverse shafts -w^ien the 
ribbon reverse arms are held up against the ribbon spool brackets. 

To adjust, loosen the set screw of the left ribbon reverse am, and 
if necessary the set screws of the collar, and the link of the left ribbon 
reverse shaft. Position the shaft while holding the ribbon reverse am up 
against the ribbon spool bracket and then tighten the ribbon reverse am set 
screw. Adjust the right ribbon reverse shaft in the same manner. 

Ribbon Reverse Shafts Cellars Adjustment (Figure 10) 

The ribbon reverse shafts should have some end play, not more than 
.008" and the ribbon reverse shaft collars should be positioned to provide 1/4" 
to 5/16" between the centers of the set screws and the edges of their respective 
ribbon spool brackets. 

To adjust, position the collars by means of their set screws while 
holding both ribbon reverse aims forward against their stops. 

Ribbon Reverse Shafts Links Adjustment (Figure H) - See Note (A) 

The ribbon reverse bail should clear both left and right ribbon reverse 
pawls by .015" to .040" ydien the pull bar bail is in its extreme rear position 
and both the left and right ribbon reverse arms are held forward against their 
stops. YJhen checking the .015" clearance between either ribbon reverse pawl 
and the ribbon reverse bail, the play in the ribbon reverse bail should be 
taken up in a direction to make the clearance a minimum. IVhen checking for the 
.040" clearance, the play in the ribbon reverse bail should be taken up in a 
direction to make the clearance a m; xiraum. 



(A) These requirements should be checked with the type bar carriage removed. 
riOTE: After making a single adjustment, check related adjustments. 
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To adjust, position the ribbon reverse shafts links by means of 
their set screws. At the same time, make certain that the ribbon reverse 
pawl links do not bind at their shoulder screws and that the right ribbon 
reverse shaft link clamping screw does not interfere vdth the screw which 
anchors the ribbon feed ratchet friction spring to the carriage casting. 

Ribbon Reverse Pawl Spring Tension (Figuye 11) - See Note (A) 

with the ribbon feed shaft in its left position and the pull bar 
bail in its extreme forward position, hold the carriage so that the ribbon 
spool cups are lov/ermost. Then hook an 8 oz. scale in the notch of the left 
reverse pawl and duII horizontally toward the rear of the carriage. It should 
require 1 to 2 ozs. to start the pavd moving. Move the ribbon feed shaft to 
its right position and, in the same manner, check the tension of the right 
ribbon reverse pawl spring. 

Ribbon Reverse Bail Spring Compression (Figure 11) - See Note (A) 

With the type bar carriage held so that the ribbon spool cups are 
lowermost, hook a 4 lb. scale in the comer at the left end of the ribbon 
reverse bail, and pull horizontally toward the front of the carriage. It 
should require 2 to 4 lbs. to start the ribbon reverse bail moving. Measure 
the right spring compression at the right end of the ribbon reverse bail for 
this requirement in the same manner. 

Tp^e Bar Backstop Adjustment 

Y/ith the pull bar bail in its exbrane rear position, there should be 
not less than .010" clearance between the type bar backstop and the pull bars 
v^hen the type bars are held in the type bar guide. Make this check on the two 
end pull bars and the middle p\ill bar. 

To adjust, set the. up and down position of the type bar backstop by 
means of its elongated mounting holes to meet this requirement. (See Figure 7 
for location of parts.) 

NOTE: V'Jhen making this adjustment, it is desired that the end type bars rest 
' against the leather backstop along the entire width of the backstop. 
It is permissible, however, to allow a clearance of not more than .010" 
between the front edge of the backstop and the type bars. 

Ribbon Shift Lever Bracket Ad.-]ustment (Figures 12 and 13) 

The ribbon oscillator lever should move freely in its slot vrtien its 
spring is unhooked. 

To adjust, position the ribbon shift lever bracket by means of its 
enlarged mounting holes. Replace the ribbon oscillator D.ever spring. 



(A) These requironents should be checked ^vith the type bar carriage 
removed. 

NOTE: After making a single adjustment, check related adjustments. 



- 7 - 



Ribbon Oscillator Lever Spring Torsion (Figure 12) - See Note (A) 

TJith the ribbon shift lever spring removed, hook an 8 02. scale over 
the lower end of the ribbon oscillator lever, and pull horizontally toward the 
rear of the type bar carriage. It should require 2-1/2 to 3-1/2 ozs, to start 
the oscillator lever moving. Replace the ribbon shift lever springs 

Ribbon Shift Lever Spring Tension (Figure 12) - See Note (A) 

With the ribbon oscillator lever spring unhooked from the oscillator 
lever, apply the push end of a 12 lb. scale, held in a vertical position, to 
the ribbon shift lever at the place where the ribbon oscillator spring is 
mounted. It should require 1 to 1-3/4 lbs, to start the shift lever moving. 
Replace the ribbon oscillator lever spring. 

Margin Bell Pawl Spring Tension (Figure 13) - See Note (A) 

Hook an 8 oz. scale, held in a horizontal position, over the margin 
bell pawl, just above the stop, and pull in line with the spring. It should 
require 1/2 to 1-1/2 ozs, to start the pawl moving. 

Ribbon Lockout Bar Detent Spring Pressure (Figure 14) 

NOTE: This adjustment applies only to those printers equipped with the standard 
(nonad just able) ribbon lockout bar. 

With the ribbon oscillator extension held clear of the ribbon lockout 
bar and the lockout bar pushed inward, hook a 32 oz. scale over the end of the 
lockout bar and pull directly in line with the bar. It should require 16 to 32 
ozs, to piill the lockout bar out to its unoperated position. 

Ribbon Lockout Bar Detent Spring Pressure (Figure 15) 

NOTE: Uiis requirem,ent applies only to those printers equipped with the 
adjustable ribbon lockout bar. 

Y?ith the ribbcxi lockout bar in its unoperated position (extreme ri^t) 
and with the push end of a 12 lb. scale bearing against the ribbon lockout bar 
and pushing directly in line with the bar, it should require 1-1/4 to 2-1/4 lbs. 
to disengage the ribbon lockout bar detent spidng from its notch in the lockout 
bar. 

Mounting of the Bell Crank Assembly (Figure 16) 

Place the beH cranks in their lowest position, with respect to the 
code bars, by means of their eccentric bushings. Then mount the bell crank 
assembly as follows: 

First, mount the right end of the bell crank 
assembly with one of its mounting screws so that 
it is friction ti^t. Then rotate the assembly 
clockwise and engage the five bell cranks with 
their respective code bars. Replace the left momt- 
ing screw and tighten both screws. (See page 31 
for final adjustment.) 



(A) These requirements should be checked with the type bar carriage removed. 
NOTE: After making a single adjustment, check related adjustments. 
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m PRINTERS mUIPPED vYITH A THREE-SECTION PULL BaR SPRING BRACKET TOE 
TV/0 FOLLO;VING ADJUSTMSITS APPLT. 

Right Pull Bar Spring Bracket Adjustment (Figure 17) - See Note (A) 

With the pull bar bail in its extreme rear position, the right end 
pull bar and the fourth pull bar from the ri^t end should have seme play, not 
more than .004", between the right spring bracket and the type bar vshen the type 
bar is in its guide. 

To adjust, loosen the mounting screw of the right pull bar spring 
bracket and position the bracket. Tighten the screw. 

NOTE: If the second or third pull bar from the end binds against the spring 
bracket when their respective type bars are moved to the type bar guide 
by hand, readjust the spring bracket so that all four pull bars are free 
and so that the end pull bar, and at least one of the other three pull 
bars have some play, not more than .004", between the type bars and the 
spring bracket when their respective type bars are in the type bar guide. 

Left Pull Bar Spring Bracket Adjustment (Figure 17) - See Note (A) 

With the pull bar bail in its extreme rear position, the left end pull 
bar and the third pull bar from the left end should have some play, not more 
than .004", between the left spring bracket and the type bar when the type bar 
is in the type bar guide. 

To adjust, loosen the mounting screw of the left pull bar spring 
bracket and position the bracket. Ti^ten the screw. 

NOTE: If the second pull bar from the left end binds against the bracket, 
readjust the spring bracket so that the end pull bar and the second 
pull bar from the left end have some play, not more than .004", 
between the left spring bracket and the type bar when the type bar 
is in the type bar guide. 

Margin Adjusting Screw Arm Spring Pressure (Figure 18) - See Note (A) 

With the notch in the ri^t margin adjusting screw arm engaged with 
the detent spring, hook a 4 lb. scale over the adjusting screw and pull at ri^t 
angles to the am toward the rear of the type bar carriage. It should require 2 
to 4 lbs. to disengage the am from the detent spring. 

Carriage Support and Pull Bar Bail Plunger Rollers Adjustment - See Note (A) 

The three carriage support rollers and the pull bar bail pliinger roller 
should turn freely vrithout end play. 

To adjust, loosen the lock nuts and adjust the cone nuts. The rollers 
should turn freely without end play after lock nuts are ti^tened. (See Figure 
22 for location of parts.) 



(A) These requirements should be checked with the type bar carriage 
removed. 

NOTE: After making a single adjustment, check related adjustments. 



REMOVE HIE THREE THUMB SCREWS THAT FASTEN THE TYPING UNIT TO THE BASE. 
REMOVE THE TYPING UNIT AND REST IT ON ITS RIGHT SIDE. 
Main Shaft Ad.1iistment 

When the main shaft is rotated, the selector cams on the selector cam 
sleeve should line up with their respective selector levers. 

To adjust, loosen the four screws that hold the main shaft bearing 
brackets and position the main shaft. Then ti^ten the bearing bracket mounting 
screws* 

Main Shaft Jaw Clutch Throwout Lever Adjustment (Fi^e 19) 

V/ith the clutch driven member fully cammed out of engagement with the 
driving member by the clutch throwout lever, there should be .010" to .020" 
clearance between the ends of the clutch teeth. The clutch throwout lever should 
be free from binds and should have no perceptible end play. 

Adjust by means of the clutch throwout lever pivot screws. 
Main Shaft Jaw Clutch Throwout Lever Spring Tension 

Place the typing unit on its left side and rotate the main shaft until 
the clutch teeth are fully engaged. Hook an 8 oz. scale, held in a horizontal 
position, over the clutch throwout lever at the spidng hole, and pull at right 
angles to the throwout lever. It should require 2-1/2 to 4 ozs. to start the 
lever moving. (See Figure 19 for location of parts.) 

Main Shaft Jaw Clutch Spring Tension (Figure 20) 

Place the typing unit on its right side. Rotate the main shaft until 
the low part of the printing bail cam is toward the bottom of the printer. With 
the teeth of the clutch driven member resting against the teeth of the driving 
member, but not engaged, hook a 32 oz. scale on the driven member in line with 
the low part of the printing bail cam and pull vertically downward. It should 
require 22 to 26 ozs. to separate the clutch teeth. 

NOTE: After checking the 22 to 26 oz. pull with the positive clutch teeth 
still separated, gradually reduce the tension exerted by the scale 
on the driven clutch member. The clutch teeth should engage, top to 
top, before the scale tension drops to 10 ozs» 

Spacing Shaft Lower Bearing Bracket Adjustment (Figure 21) 

There should be a minimum amount of play without binding at any point 
of engagement between the spacing shaft gear and the main shaft spacing gear 
during one complete revolution of the spacing shaft gear. 

To adjust, place the typing unit in its normal upright position; un- 
hook the carriage retixm operating lever spring from the spring post; move the 
eccentric away from the bearing bracket and position the bracket by means of its 
elongated mounting holes. Replace the carriage return operating lever spring 
and reposition the eccentric against the bearing bracket. 



NOTE: After making a single adjustment, check related adjustments. 
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REPLACE THE TYPE BAR CARRIAGE IN ACCORDANCE WITH THE FOLLOTOG INSTRUCTIONS: 

Instructions for Replacing the Type Bar Carriage on the Typing Iftiit 

Shift the platen to the "figures" position and rotate the main shaft 
until the printing bail is in its rear position. Then move the right margin 
adjusting screw arm on the carriage to the rear, so that it is approximately 45 
degrees from vertical. Hold the carriage in the right hand and rest the left 
front carriage support roller on the ri^t end of the front carriage track, mak- 
ing sure that the carriage guide screw engages the slot in the carriage track. 
Move the carriage slowly to the left until the rear carriage support roller rests 
on the upper track. Operate the carriage return lock bar and move the pull bar 
bail to its rearmost position by pushing on the right ptOl bar bail roller with 
the right thumb. Move the carriage farther to the left, making sure that the 
bell cranks engage their respective vanes and that the ri^t front carriage sup- 
port roller and guide screw properly engage the front carriage track. Utien the 
carriage has been moved far enotigh to the left to permit the right margin adjust- 
ing screw to clear the spacing stop lever, restore the ri^ margin adjusting 
screw arm to its noimal vertical position, and then shift the carriage to its 
extreme right position and lock it in place by operating the dashpot lever. Hold 
the carriage return spring drum so that the spring cannot unwind. Then unhook 
the eyelet of the draw strap from the margin bell hammer spring post, and hook 
it over its mounting post on the carriage. Operate the carriage return lock bar 
to pemit the carriage to return to its extreme left position. 

Printing Bail Adjustment (Figure 22) 

The pull bars should clear the code bars .010" to .050" when the main 
shaft is rotated until the printing bail is in its extreme rear position. 

Check this adjustment with the type bar carriage in both its extreme 
right and left positions, and with the play in the pull bars taken up in a direc- 
tion to make the clearance a minimum. 

To adjust, position the printing bail by means of its adjusting screw 
and lock nut. 

RSMOVE THE TYPE BAR CARRIAGE 

Function Lever Bail Adjustment - One Piece (Figure 23) 

On typing units equipped with the one piece function lever bail, the 
position of this bail should be as follows: 

(a) V/ith the "carriage return" combination selected and the main 
shaft rotated until the carriage return function lever is 
drawn completely into selection with the vanes, the travel 
of the function lever bail should be blocked by the selected 
function lever and the front edge of the right projection of 
the function lever bail should be flush within .005" of the 
top front edge of the rear prong of the carriage return 
function lever. 



NOTE: After making a single adjustment, check related adjustments. 
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(b) With the 'iline feed" combination selected and the main 
shaft rotated until the line feed function lever is 
draim completely into selection with the vanes, the 
travel of the function lever bail should be blocked by 
the selected function lever and the front edge of the 
left projection of the function lever bail. should be 
flush vdthin .005^ of the top front edge of the rear 
prong of the line feed function lever, 

(c) There should be .040" to .060" clearance between the 
rear edge of No. 1 vane and the front edge of the 
function levers, except the universal ftmction lever, 
when the main shaft is rotated until the printing 
bail is in its extreme rear position and No. 1 vane 

is held midway between its maridng and spacing positions. 

1. adjust, remove the line feed push bar and loosen the function lever 

bail mounting screw nuts. Move the function lever bail to its reamost posi- 
tion, and tigjiten the mounting screw nuts. Then select the "carriage return" 
combination and reposition the ri#it end of the function lever bail to meet the 
requirements specified in paragraj* (a). Next select the "line faed" combina- 
tion and adjust the left end of the function lever bail to meet ^.he require- 
ments specified in paragraph (b). Finally, rotate the main shaft until the 
printing bail is in its extreme rear position and check for the requironent 
specified in paragraph (c). If this latter requirement is not met, it will be 
necessary to add or remove shiins between the function lever bail and its mount- 
ing brackets and readjust both ends of the bail. Replace the line feed push bar. 

ON TTPDJG UNITS EQUIPPED TOH TM)-PIECE FUNCTION LSTER BAIL ASSSMBLY. THE TWO 
FOLLOraO ADJUSTMENTS APPLY: 

Function Lever Bail Adjustment - Two-Piece (Figures 23 and 24) 

There should be .040" to .060" clearance between the rear edge of 
No. 1 vane and the front edges of the function levers, except the universal 
function lever, when the main shaft is rotated until the printing bail is in 
its reamost position and the No. 1 vane is held midway between its marking and 
spacing positions. 



To adjust, position the function lever bail by means of its elongated 
mounting holes. 

Blocking Plate Adjustment (Fi^ires 2^ and 24) 

The position of the blocking plate should be as follows: 

(a) With the "carriage return" ccsnbination selected and the main 
shaft rotated until the carriage return function lever is 
drawn completely into selection with the vanes, the travel 
of the function lever bail should be blocked by the selected 
function lever and the front edge of the right projection of 
the function lever bail should be flush within .005" of the 
top front edge of the rear prong of the carriage return 
function lever. 



NOTE: After making a single adjustment, check related adjustments. 
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(b) V/ith the "line feed" combination selected and the main 

shaft rotated until the line feed function lever is draiim 
conQDletely into selection with the vanes, the travel of 
the function lever bail should be blocked by the selected 
function lever and the front edge of the left projection 
of the function lever bail should be flush within •005" 
of the top front edge of the rear prong of the line feed 
function lever. 

To adjust, remove the line feed push bar and position the blocking 
plate by means of its slotted holes to meet the foregoing requironents. Replace 
the line feed push bar. 

Sixth Vane E?ctension Springs Compression (Figure 25) 

On typing units equipped with the new style sixth vane extension, (a 
fomed piece of steel mounted on the sixth vane by means of shoulder screws and 
compression springs), measure. the compression of the springs as follows: 

Back off the left pivot screw and remove the sixth 
vane from the typing unit. V/ith the vane held in a 
horizontal position and with the vane extension extend- 
ing upward, hook an 8 oz. scale over the upper end of 
,the extension. Pulling at right angles and toward the 
'front of the vane, it should require 3/4 1-1/4 o^s. 
to start the extension moving away from the vane. Check 
this spring compression in the opposite direction by 
hooking the scale over the end of the extension and 
pillin g toward the rear edge of the vane. Replace the 
sixth vane. 

Sixth Vane Adjustment (Figure 23) 

There should be .008" to .030" clearance between the right edge of 
the sixth vane extension and the right end of the slot in the letters push bar. 
The vane should have some end play not more than .004". 

To adjust, loosen the vane clamping screws and position the sixth vane 
by means of its pilot screws. Ti^ten the clamping screws. 

Selector Vanes Adjustment (Figure 23) 

The forked arms of Nos. 1, 2, 3, 4, and 5 vanes should line up with 
their respective "T" levers. When the printing bail is in its extreme rear 
position, each vane should have some end play, not more than .004". 

To adjust, loosen the vane clamping screws and position the vanes by 
means of their pilot screws. Ti^ten the clamping screws. 

Function Bail Spring Tension (Fi^e 26) 

With the function bail in its extreme rear position, unhook the function 
bail spring from the front spring post and hook a 4 lb. scale in the spring eye. 
It should require 2 to 3 lbs. to extend the spring to its position length. 



NOTE: After making a single adjustment, check related adjustments. 
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Printing Bail Spring Tension Adjustment (Figiire 27) 

Rotate the main shaft until the printing bail is in its extreme rear 
position. Hook a 12 lb. scale over the left end of the adjusting lever, so that 
the hook on the scale engages the lever directly in the rear of the spring notch 
in the lever, and pull in line with the spring. It should require 7-1/2 to 
8-1/2 lbs. to start the lever moving. 

Adjust by means of the spring adjusting lever screw. 
Selector Lever Spring Tension 

Place the typing unit on its right side. With the vanes in the mark- 
ing position, rotate the main shaft until the function lever bail rests on the 
selected letters function lever. Move the swords manually to the spacing posi- 
tion. Hook a 32 oz. scale over the end of each selector lever at the cam sleeve 
and pull radially to the main shaft. It should require 6 to 10 ozs. to start 
each selector lever moving. 

Selector Separator Plates Adjustment (Figure 29) 

The leaf springs of all separator plates, except the front and rear 
plates, should exert a light pressure upon the swords. In order to make this 
adjustment, it is necessaiy to remove the separator plates. The leaf springs 
should be bent at the narrow portions so that the ends will project .045 «« to 
.055" below the under surfaces of the straight portions. 

Selector Armature Adjustment (Figure 30) 

Place the typing unit on its ri^t side. 

The armature should be free on its pivot screws with barely perceptible 
end play. There should be some clearance not more than .008»', between No. 1 
sword and the lower surface of the armature locking wedge under the following 
ccnditions: 

(a) No. 1 selector lever resting on the peak of its cam. 

(b) No. 1 sword held against the upper separator plate without bending 
the latter. 

(c) Armattire end play taken up in a direction to reduce the specified 
clearance to a minimum. 

To adjust, proceed as follows: 

If there is no clearance between the armature locking wedge and No. 1 
sword, loosen the lock nut on the upper pivot screw and adjust to obtain clear- 
ance, noting that a quarter turn of the screw is equivalent to approximately 
.006". Remove the amature bracket and adjust the lower pivot screw to obtain 
the correct amature end play. Replace the amature bracket. 



NOTE: After making a single adjustment, check related adjustments. 
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ll there is more than ,008" clearance, remove the amature bracket 
and adjust the lower pivot screw. Replace the bracket and adjust the armature 
end play by means of the upper pivot screw. 

Selector Armature Bracket Link Adjustment (Figu res 31 and 32) 

The position of the armature bracket should be such that a line 
throu^ the center of the No, 1 sword extends approximately through the centers 
of the armature pivot screws, when the swords are held midway between the stop 
posts by means of the No, 72581 gauge pins. 

To adjust, proceed as follows: 

Remove the range finder; unhook the locking lever spring; loosen the 
magnet bracket mounting screws , and move the bracket to its reamost position. 
Loosen the armature bracket mounting screws, the link screw, and back off the 
armature stops. Move the bracket eccentric out of the way so that it will not 
interfere with the adjustment. Rotate the main shaft until No. 1 selector lever 
rests on the peak of its cam. 

Hold the swords in a position midway between the tvro stop posts , by 
means of the gauge pdus inserted between the stop posts and the swords. Be sure 
that both the armature extension aims are between the arms of the swords. With 
the swords held in this position, place the No. 73370 locating gauge over the end 
of the No. 1 sword, so that the two legs of the gauge are against the ends of the 
sword aims. Move the bracket to a position where both armature extension airos 
are against the flat surface between the legs of the gauge. 

Hold the bracket in this position and tighten the link screw only. 
Remove the locating gauge and the two gauge pins. 

Selector Armature Bracket Adjustment (Figure 32) 

The position of the armature bracket should be such as to provide some 
clearance, not more than .040", between each sword and either stop post under 
the following conditions: 

Rotate the main shaft until the No. 1 selector lever 
is resting on the peak of its cam. With the armature in 
its unoperated (spacing) position, move the spacing arm 
of the No. 1 sword against the armature extension. 

Place a .040" wire gauge against the spacing stop post and rotate the 
amature slowly toward the marking position. The blade of the sword should strike 
the .040" gauge before the amature leaves the spacing am of the sword. Under 
these conditions, the amature wiU move the sword to not more than .040" of the 
stop post. Remove the .040" gauge and repeat the above procedure. The amature 
should leave the spacing am of the sword before the blade of the sr/ord straJ^es 
the spacing stop post. Under these conditions, there will be some clearance 
between the sword and the stop post. 



NOTE: After making a single adjustment, check related adjustments. 
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Unhook the armature spring at its adjusting screw and vdth the 
selector armature in its operated (marking) position, move the marking am of 
the No. 1 sword against the selector armature extension. Then rotate the arma- 
ture slowly tovmrd the spacing position until the armature just leaves the mark- 
ing arm of No. 1 sword. CJheck the clearance between the No. 1 sword and the 
marking stop post iji the same manner as described in the foregoing. 

^^±th each selector lever on the peak of its cam, each associated sword 
should be tried for the foregoing requirement of some clearance, not more than 
.040", between each sword and the stop posts. 

To adjust, ti^ten the armature bracket mounting screws just enough 
so that the bracket may be moved by tapping it lightly. By rotating the bracket 
on its pivot, the clearance between the sword and the stop posts may be regulated. 
If this clearance is more than .040" move the bracket in a direction to bring 
the armature toward the sword. If there is no clearance, move the bracket in 
the opposite direction to bring the armature away from the sword. 

After the bracket is set and both screws are ti^tened, move the 
bracket eccentric against the bracket and tighten the screw. The eccentric 
and link will, therefore, determine the position of the bracket. The bracket 
may be removed by simply removing the two bracket screws. In replacing, the 
bracket should be held against the eccentric stop, while the two bracket screws 
are tightened. 

Armature Stops Adjustment (Figure 33) 

The No. 1 sword aims (right and left) should clear the associated 
arms of the selector armature extension .040" to .042" when the front edge of 
the opposite sword am is against its amature extension am and the No. 1 
selector lever is on the high part of its cam. 

To adjust the clearance of the ri^t am, reposition the amature 
stop screw with the amature in its unoperated position. (See Figure 32). 

To adjust the clearance of the left am, reposition the amature 
stop nut with the amature in its operated position. If necessary, pinch the 
nut to make it tight on its screw. Recheck the right am and replace the lock- 
ing lever spring. 

Armature Locking Wedge Adjustment (Figure 28) 

There should be .008" to .012" clearance between the point of the 
armature locking wedge and the point of the locking lever when the locking 
lever is on the long high part of the locking cam and the two points are in 
line. 

To adjust, position the locking wedge forward or backward in its 
slot in the amature extension by means of the locking wedge lock nut. 

NOTE: ViJhen making this adjustment on typing units equipped with mechanical 

motor stop mechanism, set the motor stop pawl latch so that the shoulder 
of the latch is against the front face of the armature extension. (See 
Figure 30). 



NOTE: After making a single adjustment, check related adjustments. 



- 16 - 



Amature Locking Lever Spring Tension (Figure 28) 

YJith the locking lever on the high part of the locking cam, hook a 
32 oz. scale in the spring hole of the locking lever and piill in line -with 
the spring. It should require 10 to Ik ozs, to start the lever moving, 

THE FOLLOV/ING MOTOR STOP ADJUSTLISMTS APPLY ONLY TO MACHUffiS BQUIPPSD \7ITH 
IffiCH^UJICAL MOTOR STOP MEGHANISi. 

Motor Stop Lever Bracket Ad.ju3tnient (Figure 34) 

V±th the platen in the figures position, set up the 'taotor stop" 
combination and rotate the main shaft slowly until the motor stop function 
lever is completely selected. The latching surface of the inner motor stop 
pawl should overtravel the reamost surface of the motor stop pawl latch 
•010" to .025" "When the armature is held in the marking position. 

To adjust, place the typing unit on its right side and position the 
motor stop lever bracket by means of its enJ-arged mounting holes, ^en mak- 
ing this adjustment, the motor stop pawl backstop should not be in contact 
v/ith the inner pawl. 

Motor Stop Lever Eccentric Adjustment 

Rotate the main shaft until the printing bail is in its extreme 
rear position and the locking lever is on the high part of the locking cam. 
Then, with the armature in the marking position, engage the inner motor stop 
pawl with the motor stop pawl latch. The motor stop lever eccentric should 
be in contact with the lower am of the motor stop release lever when the 
release lever stud touches the locking lever. (See Figure 34 for location 
of parts.) 

To adjust, position the motor stop lever eccentric. 

Motor Stop Lever Backstop Screw Adji3stment 

?Jith the platen in the "letters" position, set up the "motor stop" 
combination and rotate the main shaft until the printing bail is in its 
extreme forward position. Make certain that the motor stop pawls are 
released from the latch. There should be some clearance, not over .002", 
between the rear extension of the motor stop function lever and the lower 
edge of the motor stop lever. 

To adjust, loosen the backstop screw lock nut and position the 
backstop screw. Ti^ten the lock nut. (See Figure 34 for location of 
parts. ) 

Motor Stop Pawl Backstop Adjustment (Figure 34) 

With the printing bail in its extreme rear position and the motor 
stop release lever eccentric moved away from the outer stop pawl, the motor 
stop latch should clear both motor stop pawls by an approxdjnatejy equal 
distance (not less than .010") Tfhen the armature is moved to the marking or 
spacing positions. 



NOTE: After making a single adjustment, check related adjustments. 
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To adjust, loosen the backstop moiinting nut and rotate the backstop. 

Motor Stop Release Lever Eccentric Adjustment (Figure 34) 

Rotate the main shaft until the printing bail is in its extreme rear 
position and the locking lever is on the hi^ part of the locking cam. Then, 
with the amature in the maiicing position, engage the inner motor stop pawl 
with the motor stop pawl latch. The motor stop release lever eccentric 
should just touch the outer motor stop pawl vrtien the lower arm of the motor 
stop release lever is in contact with the motor stop lever eccentric and the 
outer pawl is against the motor stop pawl backstop. (See Figure 34 for loca- 
tion of parts.) 

To adjust, position the motor stop release lever eccentric by means 
of its mounting screw. 

Motor Stop Pawl Spring Compression (Figure 34) 

With the printing bail in its extreme rear position, hook an 8 oz. 
scale, held in a horizontal position, over the inner stop pawl just in front 
of the backstop, and pull at right angles to the pawl. It should require 1/2 
to 1 oz, to start the pawl moving. 

Motor Stop Lever Spring Tension Adjustment (Figure 34) 

Unhook the motor stop contact lever spring. V/ith the motor stop 
lever in the unope rated position, hook an 8 oz. scale over the head of the 
screw which mounts the motor stop lever eccentric, and pull toward the rear 
of the printer. It should require 1 to 1-1/2 ozs. to start the lever moving. 

To adjust, position the spring bracket on the post of the selector 
unit. Replace the motor stop contact lever spring. 

Motor Stop Contact Lever Spring Tension (Figure 34) 

Hold off the contact spring if it rests on the motor stop contact 
lever. Hook an 8 oz. scale in the contact lever spring hole and pull in line 
with the spring. It should require 4-1/4 to 5-1/4 ozs. to start the contact 
lever moving. 

Motor Stop Function Lever Spring Tension (Figure 35) 

Y/ith the motor stop function lever resting against the rear edges 
of the vanes, but not selected, hook a 12 lb. scale under the extreme front 
end of the lever and pull at right angles to the lever toward the top of 
the printer. It should require 5 to 6 lbs. to start the lever moving. 

Stop Lever Eccentric Screw Adjustment (Figure 36) - See Note (C) 

The stop lever on the range finder assembly should overtravel the 
latching surface of the trip latch .004" to .006". 

To adjust, position the eccentric by means of its lock nut, making 
certain that vrfien tightening the nut, the adjustment is not disturbed. 



(C) These requir^ents should be checked with the range finder removed. 
NOTE: After making a single adjustment, check related adjustments. 
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Stop Lever Spring Tension (Figure 37) - See Note (C) 

With the trip latch plunger held operated, hook an 8 oz. scale at 
the end of the stop lever on the range finder assembly. It should require 
3/4 to 1-1/4 ozs, to start the lever moving. 

Trip Latch Spring Compression (Figure 36) - See Note (C) 

¥Jhen measuring this requirement, the range finder assembly should 
be held in a horizontal position. Apply the push end of an 8 oz. scale, 
held in a vertical position, to the trip latch as near to the stop latch as 
possible and push upward. It should require 1 to 1-1/2 ozs. to start the 
trip latch moving. 

Replace the range finder assembly. Care should be taken that the 
trip latch plunger does not jam against the airoature trip-off eccentric 
screw when remounting. 

Armature Trip-Off Eccentric Screw Adjustment (Figure 38) 

There should be some clearance not more than .002" between the 
stop lever and the trip latch vrtien the amature is in the unoperated posi- 
tion and the main shaft is rotated until the stopping edge of the stop lever 
is directly below the latching surface of the trip latch. 

The trip latch plunger should have at least .002" end play (see 
Figure 36) when the armature is held against the marking stop and the stop 
lever is clear of the latching surface of the trip latch. 

To adjust, position the armature trip-off eccentric screw by means 
of its lock nut to meet the first requirement. The latter requirement serves 
as a check on the trip-off eccentric screw adjustment and also on the adjust- 
ment of the armattare stops* 

Magnet Bracket Adjustment (Figure 32) 

There should be .002" to .00?" clearance between each magnet core 
and the armature anti-freeze strip when the aimature is against the operated 
stop nut (marking stop). The faces of the cores should be parallel to the 
face of the amat\3re. 

To adjust, position the bracket by means of its enlarged mounting 

holes. 

Platen Unit Pilot Screws Adjustment 

The platen unit should be midway betvreen the side frames and should 
be free on its bearings without side play. 

To adjust, place the typing unit in its nomal upright position.^ 
Itoook the platen balance spring and the shift detent spring. Then position 
the platen unit by means of its pilot screws to meet the first requirement. 



(C) These requirements should be checked with the range finder removed. 
NOTE: After making a single adjustment, check related adjustments. 
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Then back off one pilot screw until the platen unit has some side play. 
Turn the pilot screw in just enough to take up the side play. Replace the 
platen balance spring and shift detent spring. (See Figures 39 and 42). 

Platen Shift Stop Post Adjustment 

The top and bottom surfaces of the platen shift stop post should 
be parallel to a line through the center of the platen detent roller screw 
and the platen pilot screw. 

To adjust, loosen the platen shift stop post nut and rotate the 
post. (See Figure 39 for location of parts.) 

REPUCE THS TYPE BAR CARRIAGE 

Letters Stop Screw Adjustment 

Vvith the platen in the letters position and the letter "N" type 
bar held lightly against the platen, the face of the letter «»N" should 
confom to the curvature of the platen, when viewed along the axis of the 
platen. A further check may be made by inserting a sheet of paper with a 
carbon in the printer and pressing the letter "N" fimly against the platen. 
The impression made on the paper should be of unifom shade. 

To adjust, raise the letters stop screw if the shading is lighter 
at the bottom of the character and lower it if the shading is lighter at the 
top. (See Figure 39 for location of parts.) 

Figures Stop Screw Adjustment 

With the platen in the letters position (down) , print the letter "V/" 
on the platen. Then with the platen in the figures position (up), the figure 
"2" should be in direct alignment with the letter V when the figure "2" is 
printed directly on the platen. 

Adjust by means of the figures stop screw. (See Figure 39 for loca- 
tion of parts.) 

RmOVE THE TYPE BAR CARRIAGE 

Figures > Letters, and Line Feed Function Lever Spring Tensions (Figure 40) 

Place the typing unit on its right side. Select the "blank" combina- 

poStSn "Lk f '^'^\^' ^^''"^ ^ eSreme S^rd 

position. Hook a 32 oz. scale over the rear extension of the fieures l^fl-py, 

and line feed function levers Just in fi^^nt of the lobes which Se* the push' 

Itr^^'I^o 5°^!rt?^.!^1^^? '^'"^^ ^^ extensiori: l^X^' 

Iv, r ?■ °^ lunction levers jnovin?. VJhen 

checking these tensions, the push bars should be held amy fn>m thf f uncSon 

Space Function Lever Spring Tension (Figure 40) 

With the space function lever resting against the vanes, but not 
selected, hook a 32 oz. scale over the rear extension of the lever, just in 



NOTE: 



After making a single adjustment, check related adjustments. 
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front of the lobe, and pull horizontally at right angles to the rear 
extension. It should require 12 to 16 ozs, to start the space function 
lever moving, IJhen checking this tension, the letters push bar should be 
held away from the function lever. 

Blank Printing and Spacing Cut-Out Function Lever Spring Tension 

NOTE: The following spring tension applies only to printers equipped 
with a special function lever to prevent printing and spacing 
vThen the "blank" combination is selected. 

Rotate the main shaft until the printing bail is in its extreme 
rear position. Then unhook the blank printing and spacing cut-out function 
lever spring from the spring plate. 

Hook a 32 oz. scale in the spring eye. It should require 22 to 30 
ozs, to extend the spring to its position length. 

Function Bail Blade Adjustment (Figure 41) 

NOTE: If the letters and figures shift mechanism has not been adjusted, 
it will be necessary to loosen the mounting screws of the shift 
bell crank operating lever bracket, and move the bracket to its 
extreme rear position, before proceeding vdth the "Function 
Bail Blade Adjustment." 

With the "figures", "line feed", and "letters" function levers 
alternately selected and the main shaft rotated until the travel of the 
function lever bail is blocked by the selected function lever, there should 
be .004" to .015" clearance between the rear edge of No. 1 vane and the bot- 
tom of a notch in the selected function lever. With the unshift on space 
cut-out lever (Figure 40) released from the lower extension of the space 
function lever, place the platen in the figures position, select the "space" 
combination, and rotate the main shaft until the function lever bail roller 
just leaves the cam surface of the space function lever. Under this condi- 
tion, there should be .004" to .015" clearance between the rear edge of No. 1 
vane and the bottom of a notch in the space function lever. 

To adjust, select the "figures" function lever and adjust the right 
end of the function bail blade, by raising or lowering it, by means of its 
elongated mounting holes, to secure the specified clearance between the rear 
edge of No. 1 vane and the bottom of a notch in the figures function lever. 
Then select the "line feed" function lever and adjust the left end of the 
function bail blade, by raising or lovrering it, to secure the specified 
clearance between the rear edge of No. 1 vane and the bottom of a notch in 
the line feed function lever. If like requiraaents are not met when the 
"letters" and "space" function levers are selected, it may be necessary to 
readjust both ends of the function bail blade. 

Unshift on Space Cut-Out Lever Adjustment 

If it is desired that the platen return to the "letters" position 
when the "space" combination is received, the unshift on space cutout lever 



NOTE: After making a single adjustment, check related adjustments. 
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should be rotated counterclockwise (as viewed from the bottom of the printer 
against its stop. The lock nut should be tightened to hold the cutout lever 
m this position, (See Figure 34 for location of parts.) 

If it is desired that the platen should not return to the "letters" 
position Tihen the "space" combination is received, the unshift on space cut- 
out lever should be rotated clockwise (as viewed from the bottom of the 
printer) , so that the hooked end of the cutout lever is to the rear of the 
space function lever extension, and the cutout lever touches the side of 
the space function lever extension. There should be some clearance, not mor< 
than .006" between the rear surface of the space function lever extension 
and the cutout lever. 



To adjust, first remove the "T" lever and attached mechanism (See 
Figure 35) from its mounting post and loosen the cutout lever eccentric screw 
nut. Position the cutout lever and the eccentric screw and then tighten the 
nut. Replace the "T" lever and attached mechanism. 

Letters and Figures Shift Adjustment 

Y'/ith the shift detent and platen balance springs removed and the 
"letters" and "figures" combinations alternately selected, the shift stop post 
should move to vdthin .010" to .025" of the letters stop sere?? and the 
figures stop screw respectively, when the main shaft is rotated and the • 
selected push bar is moved to its reamost position i/vhen operated by the 
function bail blade. The platen should be placed in the "figures" position 
(up) before selecting the "letters" combination and in the "letters" position 
(down) before selecting the "figures" combination. 

To adjust, place the shift bell crank operating lever bracket in the 
middle of the adjustment provided by the elongated mounting holes and tighten 
the mounting screws. Place the typing unit on its right side and rotate the 
main shaft until the fmction bail is in its extreme forward position. Adjust 
the tumbuckle on the shift link so as to equalize (vdthin .010") the clear- 
ance between the function bail blade and the shoulder on the letters push bar, 
when the platen is in the figures position, with the clearance between the 
function bail blade and the shoulder on the figures push bar, when the platen 
is in the letters position. Then select the "letters" and "figures" combina- 
tions alternately and check for the specified clearances between the shift 
stop post and the letters and figures stop screws. If either of these clear- 
ances is greater than .025", move the operating lever bracket toward the front 
of the unit, if less than .010", move it tov/ard the rear, after which a slight 
readjustment of the shift link tumbuckle may be necessary to bring both 
clearances within the specified limits. Replace the shift detent spring and 
platen balance spring. (See Figures 39 and 40 for location of parts.) 

Platen Balance Spring Tension (Figure 42) 

With the platen in the "letters" position, unhook the platen balance 
spring from the platen unit side frame and hook a 12 lb. scale in the spring 
eye. It should require 3-1/2 to 5 lbs. to pull the spring to position length. 
Replace the spring. 



NOTE: After making a single adjustment, check related adjustments. 



- 22 - 



Shift Detent Adjustment 

VJhen the platen is shifted to the "figures" and "letters" positions, 
the detent roller should ride equally on either side of the detent. 

To adjust, position the shift detent by means of its eccentric 
shoulder screw. (See Fig^2re 39 for location of parts.) 

Shift Detent Spring Tension (Figure 39) 

Hook a 25 lb. scale over the extension on the shift detent and pull 
in line with the spring. It should require from 10 to 14 lbs. to start the 
detent moving. 

Sixth Vane Extension Adjustment 

NOTE: This adjustment applies only to printers equipped with the old style 
sixth vane extension (a flat spring formed from spring steel). 

Unhook the sixth vane detent spring from the spring plate. When the 
platen is shifted to the "figures" and "letters" positions, the sixth vane 
should travel equally on either side of the detent in the 'n^" notch of the lock- 
ing function lever. 

Adjust by bending the sixth vane extension. After bending the extension, the 
letters push bar should not bind on the extension in either the "letters" or 
"figures" positions. (See Figures 23 and 26 for location of parts.) 

Letters and Figures Push Bars Spring Tensions (Figure AD) 

Select any character and rotate the main shaft until the printing 
bail is in its extreme forward position. Place the push end of an 8 oz. scale 
directly beneath the notch on the push bar and push horizontally at right 
angles to the bar. It should require 3 to 5 ozs. to start the push bar moving. 

Platen Shaft Adjustment 

The platen shaft should have some end play not more than .004". 

To adjust, position the friction assembly on the platen shaft by 
means of its set screws. (See Figure 53-B for location of parts.) 

Single-Double Line Feed Detent Adjustment 

^tien the single-double line feed lever is shifted to the "single" 
and "double" line feed position the hump on the detent spring should travel 
equally on either side of the detent. (See Figure 39 for location of parts.) 

To adjust, position the detent by means of its mounting screw. 



NOTE: After making a single adjustment, check related adjustments. 
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Single-Double line Feed Detent Spring Pressure - (Figure 39) 

With the single-double line feed lever in the "single" line feed 
position, hook a 4 lb, scale, held in a horizontal position, over the extension 
of the lever and pull toviard the front. It should require 1-1/4 to 3-1/4 lbs, 
to move the lever to the "double" line feed position. 

Line Feed Detent Lever Adjustment 

With the single-double line feed lever in the "single" line feed 
position (up), and the line feed bail operated by hand, the line feed pawl, 
when sliding off the rear edge of the single-double line feed lever, should 
just miss the edge of a tooth on the ratchet. (See Figure 39 for location of 
parts.) 

To adjust, loosen the detent lever eccentric screw nut (Figure 42) 
and turn the eccentric screw so as to rotate the platen by means of the detent 
lever. Tighten the detent lever eccentric screw nut and check the adjustment 
for all the teeth on the line feed ratchet. 

NOTE: There are two positions of the detent lever eccentric screw v»hich will 
provide correct adjustment. Use the position which applies the least 
tension to the detent lever spring and be sure that the detent roller 
rests in the bottom of a notch on the detent ratchet. 

Line Feed Link Tumbuckle Adjustment (Figure 39) 

With the single-double line feed lever in the "single" line feed 
position, select the "line feed" combination, and rotate the main siiaft until 
the line feed push bar is being stripped from the function bail blade. Under 
this condition the platen should rotate one line space, the detent roller 
should rest in the hollow betiveen two ratchet teeth, and there should be some 
clearance, not more than .015", between the line feed pawl and the front face 
of a tooth on the ratchet. Check each tooth on the ratchet for this clearance. 

vilhen gauging these clearances the play in the line feed mechanism . 
should be taken up in a direction to make the clearance a maximum by pressing 
forward on the line feed pawl. To obtain this requirement, place the typing 
unit on its right side and adjust the length of the line feed link by means of 
its tumbuckle. 

Line Feed Push Bar Spring Tension 

With the typing unit on its left side and the printing bail in its 
extreme rear position, apply the push end of an 8 oz. scale to the push bar, 
just to the rear of the function lever extension and push horizontally at right 
angles to the bar (See Figure 40). It should require 1-1/2 to 2-1/2 ozs. to 
start the push bar moving. 

Line Feed Detent Lever Spring Tension (Figure 42) 

Vdth the typing unit in its normal upright position, hook a 12 lb. 
scale over the head of the detent roller mounting screv; and pull at right 
angles to the detent lever. It should require 5 to 6 lbs. to start the detent 
lever moving. 



NOTE: After making a single adjustment, check related adjustments. 
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Line Feed Pavfl Spring Tension (Figure 39) 

V^ith the single-double line feed lever in the "double" line feed 
position and the line feed pawl in its unoperated position, hook an 8 oz. 
scale under the line feed pawl, just to the rear of the notch and pull up 
vertically. It shoiad require 2 to 4 ozs. to start the pawl moving. 

Line Feed Check Screw Ad.^ustment (Fi/^re 42) 

The line feed check screv/ should drop in the twelfth notch from the 
detent roller, when line feed ratchets having 33 teeth are used, and in the 
fourteenth notch when ratchets having 37 teeth are used, (rjhen counting the 
notches, start with the notch just above the detent roller.) There should be 
some clearance, not more than .020", between the front face of the screw ^d 
the face of the tooth, at the point of minimum clearance, when the check screv/ 
is held in the bottom of a notch on the ratchet. 

To adjust, loosen the line feed check screw lock nut and position the 
check screw to meet the foregoing requirements. Tighten the lock nut. Rotate 
the platen roll and check the clearance in each notch of the ratchet. If 
necessary, loosen the clamping nut of the line feed check post stop screw and 
back off the stop screw before making this adjustment. 

Line Feed Check Post Stop Screw Adjustment (Fi>?ure 42) 

VJith the line feed check post stop screw held dov/n against the casting, 
there should be ,015" to .030" clearance between the line feed check screvr and 
each tooth on the detent ratchet, v^en the platen is rotated. 

To adjust, loosen the check post clamping nut and position the stop 
screw. Before tightening the clamping nut, make sure that the line feed check 
post is against the inner side of the casting and that the end of the line feed 
check lever shaft is flush vriith the outer surface of the casting. Tighten the 
clamping nut. 

Line Feed Check Lever Adjustment (Figure 42) 

YJith the "line feed" combination selected and the main shaft rotated 
until the line feed pawl has reached its farthest travel in rotating the platen, 
the line feed pawl lever should be in contact vdth the check lever, and there 
should be some clearance, not more than ,015", between the lower edge of the 
line feed check screw and the bottom of any notch in the detent ratchet. 

To adjust, loosen the check lever set screw and position the check 
lever. (See Figure 39 for location of parts.) Before tightening the set screw 
see that tne shaft has some end play, not more than ,004". 

NOTE- vmen checking the clearance betv^een the check screw and the ratchet, the 
play of the line feed check lever shaft in its right bearing should be 
taken up to make this clearance a maximum. 



NOTE: After making a single adjustment, check related adjustments. 
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Line Feed Check Lever Spring Tension (Figure 39) 

?Jith the line feed pawl in the forward position, hook an 8 oz, scale 
under the head of the check lever set screw and pull at ri^ht angles to the 
set screw. It should require 2 to 3 ozs. to start the lever moving. 

•?>Tres3ure Holler Release Shaft Collars Ad.justfaent (Figure 43) 

The pressure roller release shaft should have some end play not more 
than .004". Vdth the right collar against the casting, there should be 5/32" 
to 7/32" clearance between the boss just to the rear of the platen shaft boss, 
and the pressure roller release shaft am, when the arm is opposite the boss. 

Adjust the clearance of the release shaft am by means of the right 
collar and adjust the end play by means of the left collar. 

-^Pressure Roller Release Cams Adjustment (Figure 44) 

With the pressure roller release shaft am in its rear position, the 
high parts of the pressure roller release cams should rest on the high parts 
of the release levers. 

To adjust, position the cams on the release shaft by means of their 
set screws. 

■^-Pressure Roller Tension Springs Adjustment (Figure 44) 

With the release shaft am in its forpfard position, hook a 12 lb. 
scale over the lower end of the spring adjusting lever, just above the spring, 
and pull in line with the spring. It should require 5 to 6 lbs. to start the 
adjusting lever moving. 

Adjust by means of the spring adjusting lever screw. 
•^Tressure Roller Release Lever Shafts Adjustment 

With the inner surface of the paper chute mounting extensions against 
the casting, the outer ends of the release lever shafts should project beyond 
the outer surfaces of the paper chute mounting extensions by not more than 1/32". 
(See Figure 43 for location of parts.) 

To adjust, position the release lever shafts by means of their set 

screws . 

•^Paper Chute Springs Tension (Figure 45-B) 

?/ith the pressure roller release shaft am in its rear position, hook 
an 8 oz. scale over the rear edge of the paper chute, midway between the side 
frames, and pull at right angles to the rear flat surface. It should require 2 
to 4 ozs. to start the paper chute moving. 



-Omitted when adjusting sprocket feed printers. See page 57, 
NOTE: After making a single adjustment, check related adjustments. 
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*Paper Fingers Adjustment (Figure 45-B) 

The paper finger shaft stop ann should clear its stop post .004" to 
.020" with both paper fingers resting against the platen. Wien paper 8-1/2" 
wide is used, the outer edge of the lower portion of each finger should be 
within 3/32" of the end of the rubber portion of the platen, and should not 
extend beyond the end of the rubber portion. Yiftien paper narrower than 8-1/2" 
is used, the left finger should be moved inward correspondingly. 

To adjust, first set the lateral position of the ri^t paper finger 
and secure it to the shaft by means of its set screw with the specified clear- 
ance between the stop am and the stop post. Then set the left paper finger 
to correspond to the width of the paper. 

*Paper Fingers Shaft Spring Tension (Figure 45-B) 

Hook a 32 oz, scale over the paper finger shaft stop aim, just above 
the stop post, and pull in line with the spring. It should require 14 to 18 
ozs. to start the stop aim moving. 

»Paper Strai^tener Rod Stops Adjustment C Figure 45-B} 

mien the paper strai^tener rod is in its extreme upward position, 
there should be a clearance of .030" to .050" between the straightener rod and 
the blocking edge of the stops. 

To adjust, position the stops by means of their elongated holes. 
^Paper Straightener Rod Springs Tension (Figure 45-B) 

Hook a 32 oz. scale over the ends of the levers where the springs 
are hooked and pull in line with the springs. It should require 8 to 12 ozs. 
to start the levers moving. 

-i^Paper Guides Adjustment (Figure 45- A) 

The outer side of both paper guides should be .040" to .050" from 
the shoulder on their respective ends of the straightener rod. 

To adjiist, position the guides on the shaft by means of their set 

screws. 

Spacing Escapement Pawl Operating Am Adjustment (Figure 46) 

With the "line feed" combination selected and the main shaft rotated 
until the function lever bail rests on the line feed function lever, there 
should be .020" to .040" clearance between the rear spacing escapement pawl 
and the low part of the spacing escapement ratchet. 

To adjust, loosen the spacing escapement pawl operating am mounting 
screws and position the am. Tighten the mounting screws. 



^Omitted ^en adjusting sprocket feed printers. See page 57. 
NOTE: After making a single adjustment, check related adjustments. 
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Spacing Sscapggent Pavd Spring Tension (Figure 46) 

Rotate the main shaft until the printing bail is in its extreme rear 
position. Hook a 32 oz. scale under the front spacing escaperient* pawl at the 
place where it rests against the escapement pawl operating am, and pull 
vertically upward. It should require 10 to 14 ozs. to start the pawl moving. 

Margin Bell HaTumer Adjustment (Figure 47) 

With the bell hammer am resting against the stop post, there should 
be .020" to .060" clearance betvreen the bell and the bell hammer. 

To adjust, bend the bell hammer am along its entire length, avoid- 
ing a sharp bend at any point. 

Margin Bell Hammer Spring Tension (Figure 47) 

Hook a 32 oz. scale over the bell hammer am, directly below the 
spring, and pull in line with the spring. It sho^xLd require 10-1/2 to 13-1/2 
ozs., to start the am moving. 

Signal Bell Hammer Spring Tension (Figure 48-A) 

V/ith the bell latch bar in its latched position, hook an 8 oz. scale 
over the upper end of the bell hammer am extension, and pull at right angles 
to the inner straight edge of the extension. It should require 3 to 5 ozs. to 
start the bell hammer moving. 

Signal Bell Latch Bar Latch Shims Adjustment (Figure 4B-A) 

Set the typing unit on its right side. With the platen in the "letters" 
position (do^wi), the "bell" combination selected, and the main shaft rotated 
until the printing bail is in its extreme forward position, there should be 
.004" to .010" clearance between the bell latch bar and the lobe on the rear 
extension of the bell function lever. Vihen checking this clearance, the front 
shoulder of the bell latch bar should be fully latched on its latch. 

NOTE: On typing units which ring the bell on blank, set up the letter "T" 
combination and rotate the main shaft until the printing bail is in 
its extreme forward position. 

To adjust, add or remove shims between the latch and the function 
lever comb. 

Signal Bell Latch Bar Latch Adjustment (Figure 48-A) 

With the main shaft rotated until the function bail is in its extreme 
rear position, there should be a clearance of .010" to .020" between the front 
shoulder of the bell latch bar and its latch. Yihen ciiecking this clearance, 
the shoulder on the bell reset bar should be fiilly engaged ivith the function 
bail blade. 



NOTiS: After making a single adjustment, check related adjustments 
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To adjtist, position the bell latch bar latch toward the front or 
rear by means of its elongated mounting holes. 

Signal Bell Hammer Backstop Ad.justment (Figure 48- A) 

\Tith the bell latch bar in its latched position, there should be 
.020" to .040" clearance between the bell hammer am extension and the bell 
operating lever. 

To adjust, position the backstop by means of its elongated mounting 

holes. 

Signal Bell Operating Lever Spring Tension (Figure 48-A) 

Remove the bell reset bar spring. With the rear shoulder of the 
bell latch bar resting against the bell latch bar latch, hook a 4 lb. scale 
under the head of the bell operating lever screw and pull parallel to the latch 
bar. It should require 1-1/4 to 2-1/4 lbs. to start the lever moving. 

Replace the bell reset bar spring. 

Signal Bell Reset Bar Spring Tension (Figure 48-B) 

Rotate the main shaft until the function bail is in its extreme for-= 
ward position. With the front -shoulder of the latch bar resting against the 
latch, hook an 8 oz. scale over the reset bar just in front of the shoulder, 
and pull at right angles to the reset bar. It should require 3 to 5 ozs. to 
start the reset bar moving. 

Bell Function Lever Spring Tension (Figure 48-A) 

Select any character and rotate the main shaft until the bell func- 
tion lever rests against the vanes, but is not selected. Hook a 4 lb. scale 
over the rear extension of the bell function lever, just in front of the lobe 
that engages the bell latch bar, and pull at right angles to the lever. It 
should require 1-3/4 to 2-1/4 lbs. to start the lever moving. 

Carriage Return Latch Bar Latch Shims Adjustment 

With the letter "0" combination selected and the main shaft rotated 
until the printing bail is in its extreme forward position, there should be 
.004" to ".010" clearance betv/een the carriage return latch bar and the lobe 
on the rear extension of the carriage return function lever, \1hen checking 
this clearance, the shoulder on the carriage return latch bar should be fully 
latched on the latch. (Similar to "Bell Latch Bar Latch Shims Adjustment" 
Figure 48-A.) 

To adjust, add or remove shiras betvfeen the carriage return latch bar 
latch and the function lever comb. (See Figure 49 for location of parts.) 



NOTE: After making a single adjustment, check related adjustments. 



Carriage Return Latch Bar Latch Ad.justiaent 



V/ith the main shaft rotated until the function bail is in its 
extreme rear position, there should be .010" to .020" clearance between the 
shoulder on the carriage return latch bar and the latch. Wien checking 
this clearance, the shoulder on the carriage return reset bar should be 
fully engaged with function bail blade. (Sijnilar to "Bell Latch Bar Latch 
Adjustment" Figure 48- A.) 

To adjust, position the latch to front or rear by means of its 
elongated mounting holes. (See Figure 49 for location of parts.) 

Carriage Hetum Lock Bar Latch Eccentric Screw Adjustment (Figure 49) 

With the front end of the dashpot lever held in its extreme left 
position, there should be .006" to .015" clearance between the lower edge 
of the carriage return lock bar latch and the upper edge of the lock bar. 
V^Tien checking this clearance, all the play between the lock bar and the 
shoulder stud should be taken up in a direction to make this clearance a 
minimum. 

Adjust by means of the lock bar latch eccentric screw. 

MOTS: There are two positions of the eccentric screw at which the proper 

adjustment can be obtained. Use the position which gives the greater 
tension to the latch spring. 

Carriage Return Lock Bar Latch Spring Tension (Figure 49) 

With the carriage return lock bar latch unlatched (resting on the 
upper part of the carriage return lock bar}, hook a 32 oz. scale over the 
latch, just below the spring and pull parallel to the lock bar. It should 
require 7 to 10 ozs. to start the latch moving. 

Carriage Return Lock Bar Adjustment (Figure 49) 

With the carriage retum lock bar in its latched position and the 
shoulder of the lock bar held against the edge of the latch, there should be 
a clearance of .010" to .020" betiveen the teeth of the carriage retum clutch 
members. 

Adjust the length of the lock bar by means of its sliding joint to 
obtain this clearance. 

NOTE: Before making the foregoing adjustment, place the typing unit on its 

back. Rotate the spacing shaft until the mounting screw of the carriage 
retum clutch driven member is accessible. Operate the dashpot lever 
to engage the clutch teeth. Loosen the mounting screv/ and rotate the 
spacing gear in a clockwise direction (as viewed from the lower end of 
the shaft) until all the play between the clutch driven member and its 
mounting screvY has been taken up. Tighten the mounting screw. 



N0T3 



After making a single adjustment, check related adjustments. 
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CaiTiage Return Operating Lever Stop Screw Ad.iustraent (Fij^ure 49) 

With the "carriage return" combination selected and the main shaft 
rotated until the carriage return function lever just trips the carriage 
return latch bar off its latch, there should be some clearance, not more than 
.020", between the lock bar shoulder and the edge of the lock bar latch, Wien 
checking this clearance, all the play in the lock bar connections should be 
taken up in a direction to make the clearance a minimum. This can best be 
done by pulling outward on the lock bar. 

To adjust, set the height of the carriage return operating lever 
stop screw. 

Carriage Return Reset Bar Spring Tension (Figure 49) 

With the typing unit resting on its right side, the function bail in 
its extreme forv/ard position, and the carriage return latch bar tripped off 
its latch, hook an 8 oz. scale over the reset bar, just in front of the 
shoulder and pull horizontally at right angles to the reset bar. It should 
require 3 to 5 ozs. to start the reset bar moving. 

Carriage Return Function Lever Spring Tension (Figure 49) 

With any character selected and the main shaft rotated until the 
carriage return function lever is resting against the vanes, but not selected, 
hook a 4 lb. scale over the rear extension of the function lever, just in 
front of the lobe that engages the latch bar, and pull at right angles to the 
lever. It should require 1-3/4 to 2-1/4 lbs. to start the lever moving. 

Carriage Return Operating Lever Spring Tension (Fig ure 49) 

With the shoulder of the carriage return latch bar against its latch, 
and the carriage return operating lever spring unhooked from the spring post, 
hook a 12 lb. scale in the spring eye. It should require 5 to 7 lbs. to extend 
the spring to position length. 

Carriage Return Clutch Spring Compression 

With the shoulder of the carriage return latch bar resting against its 
latch and the carriage return lock bar latch held away fron the lock bar, apply 
a 12 lb. push scale to the end of the carriage return clutch fork, to which the 
No 74078 latch link is assembled, and push downward as nearly in Ime with the 
latch link as possible. It should require 1-1/2 to 2-1/2 lbs. to start the 
driving clutch member moving away from the driven member. 

Dashpot Lever Spring Tension 

Unhook the dashpot lever spring from the spring post in the dashpot 
lever and hook a 32oz. scale in the spring eye. With the front end of the 
dashpot lever in its extreme right position, it sho'old require 18 to 24 ozs. 
to extend the spring to its position length. 



NOTE: After making a single adjustment, check related adjustments. 
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Spacing Stop Lever Bracket Adjustraent (Figure 50) 

The lower end of the spacing stop lever should clear the driving 
disc of the main shaft .060" to .030", V/ith the stop lever held against the 
stop on the bracket by means of its spring, there should be a clearance of 
.040" to .030" between the lov/er left edge of the stop lever and the right 
side of a tooth on the spacing stop sleeve, when the tooth is opposite the 
lever. 

Adjust the stop lever bracket vertically by ineans to its enlarged 
mounting holes to meet the first requirement ar>i adjust it horizontally to 
meet the latter requirement. 

Spacing Stop Lever Spring Tension (Figure 50) 

. Vfith a 32 oz, scale held in a horizontal position and hooked over 
the upper end of the stop lever, puH toward the right. It should require 8 
to 12 ozs. to start the lever moving. 

Carriage Guide Screws Adjustment (Figure 22) 

With the type bar carriage in position on the typing unit and the 
printing bail in its extreme rear position, there should be some clearance, 
not more than .008", between the upper surface of the guide screw heads and 
the upper surface of the groove in the front carriage track. Check for this 
clearance over the entire travel of the carriage. 

Adjust by means of the guide screws and lock nuts. 
Code Bar Bell Cranks Adjustment 

The code bars should be carried firmly against their stops in both 
the maricing and spacing positions, when the "letters" and "blank" combinations 
are alternately selected and the main shaft is rotated until the function 
levers are lifted free from the rear edges of the vanes. With the "letters" 
combination selected, move the vanes, one by one, from the marking position to 
the spacing position and allow them to return to the marking position slowly. 
Note any of the code bars which are not carried firmly against their stops. 
(See Figure 51 for location of parts.) 

Set up the "blank" combination on the selector and repeat the fore- 
going procedure. Again note any of the code bars which are not carried firmly 
against their spacing stops. If it is found that all the code bars are 
carried against the stops in the spacing position, and not in the marking 
position, or vice versa, it will be necessary to loosen the mounting screv/s 
and adjust the position of the bell crank mounting plate (up or dovm). If the 
plate is moved upward, the code bars may be caused to move farther toward the 
left, which is their marking position. If, however, it is found that only one 
or tvfo of the code bars fail to be carried firmly against their stops in both 
the marking and spacing positions, the travel of the code bars may be adjusted 
by means of the bell crank eccentric bushings. 



NOTE: After making a single adjustment, check related adjustments. 



- 32 - 



V'Jhen the bell crank assembly is finally adjusted, all five code bars 
should rest fimly against the marking and spacing stops, when the vanes are 
in their respective marking and spacing positions. Make sure that the upper 
end of the bell cranks do not engage the code bars deeply enough to bind. 

Spacing Rack Adjustment (Figure $2) 

There should be some backlash, not more than .006", between the spac- 
ing gear and the spacing rack along the entire travel of the rack. 

To adjust, loosen the spacing rack mounting screv/s and adjust the 
rack tov^ard the front or rear. 

Locking Function Lever Spring Tension (Figure 26) 

Rotate the main shaft until the printing bail is in its extreme rear 
position. Unhook the locking function lever spring from the spring plate and 
hold the locking function lever against its pivoting shaft. V/ith a 64 oz. 
scale hooked in the locking function lever spring eye, it should require AD to 
50 ozs. to pull the spring to position length. 

Sixth Vane Detent Spring Tension (Figure 23) 

Hook an 8 oz. scale in the sixth vane detent spring hole, and pull 
in line vdth the spring toward the rear of the typing unit. It should require 
6 to 8 ozs. to start the roller moving away from the sixth vane. 

Carriage Return Spring Drum Adjustment 

Rotate the main shaft until the printing bail is in its extreme 
rear position. Hook a 12 lb. scale over the lower part of the right ribbon 
spool bracket, and pull in a line parallel to the carriage track. It should 
require 3-3/4 to 4-1/4 lbs. to start the carriage moving avjay from the extreme 
left position. \Vhen measuring this tension, the carriage return lock bar 
should be held in approximately its latched position so as to disengage the 
clutch teeth, and the dashpot lever should be held in its operated position. 

To adjust, wind up the carriage return spring by rotating the center 
shaft of the drum to increase the tension, and operate the carriage return 
drum escapement lever to decrease the tension. 

^»Taper Spindle Drag Spring Adjustment (Figure 53- A) 

Insert a paper spindle (without paper) in its bearing slots, and 
lock it in place with the retaining plates. With both ends of the spindle 
shaft in the bottom of their slots, apply the push end of a 12 lb. scale to^ 
the left end of the spindle shaft and push toward the right side of the typing 
unit. It should require 5 to 8 lbs. to start the spindle moving. This pres- 
sure may be adjusted by bending the spindle drag spring. 



-"Omitted when adjusting sprocket feed pilnters. See page 57. 
NOTE: After making a single adjustment, check related adjustments. 



^>-Platen Friction Assembly Adjustment (Figure 53--B) 

Move the pressure roller release shaft am to its extreme rear posi- 
tion. Unhook the line feed detent lever spring, and place the platen crank 
vertically upward. Hook an 8 oz, scale at the end of the crank handle and 
pull horizontally toward the front of the typing unit. It should require 6 to 
S ozs. to start the platen rotating. Replace the detent lever spring. "Hiis 
tension may be regulated by means of the adjusting nuts on the friction 
assembly. 

Send-Receive "T" Lever Friction Y/asher (Figure 54-A) 

With the printing bail in its extreme rear position, move the "T" 
lever so as to provide .040" to .060" clearance between the "T" lever and the 
universal function lever extension. Hook an 8 oz. scale under the right 
extension of the "T" lever, just to the left of the universal function lever 
extension and pull vertically upward. It should require 5 to 6-1/2 ozs. to 
start the lever moving. 

Universal Function Lever Spring Tension (Figure 54-A) 

With the printing bail in the extreme rear position, hook a 32 oz. 
scale under the extreme front end of the universal function lever extension 
and pull vertically upward. It should require 14 to 17 ozs. to start the lever 
moving. 

Blank Function Lfever Spring Tension (Figure 54-A) 

With the printing bail in its extreme rear position, hook a 12 lb. 
scale under the extreme front end of the blank function lever extension and 
piill vertically upward. It should require 4-1/2 to 6 lbs. to start the lever 
moving. 

Send-Receive Mechanism Plate Adjustment (Figure 35) 

Y/ith the left am of the "T" lever in contact with the blank function 
lever extension, there should be some clearance, not more than .008" between 
the right am of the "T" lever and the universal function lever extension when 
the "blank" combination is selected and the main shaft rotated until the blank 
function lever is completely selected, stopping rotation at the point where 
the function lever bail roller just leaves the cam surface of the blank func- 
tion lever. 

To adjust, position the send-receive mechanism plate by means of its 
elongated mounting holes. Vflien making this adjustment, the intemediate lever 
should be clear of the blank function lever extension. 

NOTE: (a) On tjrping units equipped with "blank" printing-spacing cutout 
function lever, it will be necessary to stop rotation of the 
main shaft at the point where the function lever bail comes to 
rest on top of the "blank" printing-spacing cutout function 
lever, when setting up the condition referred to in the preceding 
paragraph. 



-"Omitted when adjusting sprocket feed printers. See page 57 • 
NOTE: After making a single adjustment, check related adjustments. 
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NOTE: (b) On typing units where the blank and universal function levers are 
omitted, the send-receive mechanism plate should be adjusted so 
as to provide .020" to .030" vertical clearance between both ends 
of the function lever spring plate and the send-receive mechanism 
plate. 

THE FOLLOMNG MOTOR STOP ADJUST^,fflNTS APPLY ONLY TO THOSE MACHINES EQUIPPED V/ITH 
MECHANIC. 4L MOTOR STOP IJiCHi^i'IISM. 

Right Motor Stop Contact Adjustment (Figures 34 and 35) 

(a) Vvith the printing bail in its extreme rear position, the selector armature 
held in the "marking" (operated) position, and the inner motor stop pawl 
engaged with its latch, there should be a slight clearance, not more than 
.006", between the insulated end of the light contact spring of the right 
motor stop contacts and the upper end of the motor stop contact lever. 

To adjust, bend the light contact spring to obtain this clearance, 
making sure that the heavy contact spring does not bear against the light 
spring. 

(b) With the selector armature in the "spacing" (unoperated) position, and the 
outer motor stop pawl engaged with the latch, there should be a clearance 
of .012" to .020" between the contact points. 

To adjust, bend the heavy spring of the right motor stop contacts. 
Left Motor Stop Contact Adjustment (Figure 35) 

(a) With the printing bail in its extreme rear position, there should be some 
clearance, not more than .006", between the insulated end of the light 
contact spring of the left motor stop contacts and the lobe on the front 
extension of the motor stop function lever. 

To adjust, bend the light contact spring to obtain this clearance, 
making sure that the heavy spring does not bear against the light spring. 

(b) With the "Motor Stop" function lever selected and the main shaft rotated 
until the right motor stop contact is just at the point of opening, the 
left motor stop contact should then be at the point of closing. 

To adjust, bend the heavy contact spring of the left motor stop con- 
tacts. 

Intermediate Lever Stop Bracket Adjustment (Figure 35) 

First select the "blank" combination and rotate the main shaft until 
the intermediate lever toe is under the blank function lever extension. Make 
sure that the intermediate lever is approximately vertical. Then select the 
"T" combination and rotate the main shaft until the printing bail is m its 
extreme forward position. During this latter operation the left end Jhe 
intermediate lever toe should move to a point at least 1/16" to the right of 
the blank function lever extension. 



NOTE: After making a single adjustment, check related adjustments. 
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To adjust position the intermediate lever stop bracket by means of 
Its elongated mounting holes, 

Intemediate Lever Spring Tension (Figure 54-A) 

With the printing bail in its extreme rear position, move the "T" 
lever so that its right end is in contact with the universal function lever 

tlT^^Z f ^a^^^"^ ""^"^^ ^^^^^ ^^^^ ^PP^^ ^^Se is horizontal. 
Then hook an 8 oz. scale over the intemediate lever just above the spring 

aJSrf V^^^n ^^J'^f ^^^^Y ^T^J l^^t of the typing unit. It sholild re- 
quire 3/4 to 1-1/2 ozs. to start the lever moving. 

Motor Plate Adjustment 

^ There should be a barely perceptible amount of backlash between the 
motor pinion and the highest point on the main shaft gear. The lateral align- 
ment of the motor pinion and the main shaft gear should be such that the center 
line of the gear coincides with a vertical line throu^ the center of the hole 
m the motor pinion. 

When printers are equipped with motors not having elongated mounting 
holes, adjust as follows: -o & s 

(a) Place the typing unit on an adjusted base with motor assembly and tighten 
the three mounting thumb screws. Facing the front of the base unit and 
vath the keyboard removed from the base, visually check the lateral align- 
ment of the motor pinion and the main shaft gear to deteimne if a center 
line of the gear coincides with a vertical line through the center of the 
hole in the motor pinion. If these lines do not coincide, remove the 
typing unit from the base unit and loosen the four motor mounting screws. 

Replace the typing unit on the base unit, and shift the motor, by 
taking up the play between the drilled motor mounting holes and the motor 
mounting screivs, until the two lines previously mentioned coincide. If there 
IS insufficient play in the motor mounting holes to pemit the motor to be 
shifted sufficiently to cause the lines to coincide, shift the motor as much 
as possible m order to obtain the best possible lateral alignment of the 
motor pinion and the main shaft gear. See that the edges of the motor base 
are parallel to the respective edges of the motor plate. Then reraove the typing 
unit and ti^ten the four motor mounting screws. 

(b) Loosen the rear motor plate mounting screw and the lock nut on the motor 
plate adjusting screw. Slightly loosen the two front motor plate mount- 
ing screws to prevent stripping of the threads while making the following 
adjustment. 

Replace the typing unit and tighten the three mounting thumb screws. 
By means of the motor plate adjusting screw, adjust the vertical position of 
the motor pinion until there is a barely perceptible amount of backlash between 
the motor pinion and the highest point on the main shaft gear. This high 
point may be found by turning the main shaft for one complete revolution. 
Start the motor and carefully readjust the vertical position of the motor 
pinion by means of the adjusting screw until the gear noise Is reduced to a 
minimum. Tighten the three motor plate mounting screws and the adjusting 
screw lock nut, . Recheck the backlash between the gears. 



NOTE: 



After making a single adjustment, check related adjustments. 
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Caution: Care should be exercised in adjusting the vertical position of the 
motor pinion while the motor is running in order to avoid damaging 
the main shaft gear or reducing the speed of the motor as the re- 
sult of too close a mesh between the gear and the pinion. 

NOTE- ?/hen printers are equipped with motors having elongated mounting holes: 
Make adjustments (a) and (b) as described in the foregoing, except that 
in making adjustment (a) the motor must be shifted until the center 
line of the gear also passes through the center of the hole in the 
motor pinion as nearly as it is possible to determine by eye. 

Send-Receive Reset Lever Upper Adjusting Screw Adjus tment (Figure 54~B) 

There should be .004" to .006" clearance between the upper edge of 
the interraediate lever toe and the bottom of the blank function lever exten- 
sion under the following conditions: 

With the printing bail in its extreme rear position, and the send- 
receive lever in the "send" position (up) , move the toe of the intermediate 
lever under the blank function lever extension. Then select the "T" combina- 
tion and rotate the motor until the intemediate lever is moved to a position 
where the blank function lever extension overlaps the toe of the intermediate 
lever by one half the thickness of the blank function lever extension and 
check for the required clearance. 

Adjust by setting the height of the reset lever upper adjusting screw. 
Reset Lever Lower Adjusting Screw Ad.iustment (Figure 53-A) - See Note (A) 

With the platen in the "letters" position (down), the "motor stop" 
combination selected, and the motor rotated until the printing bail is in its 
extreme forward position, there should be some clearance, not more than .002 , 
between the head of the lower adjusting screw and the lower surface of the 
front extension of the motor stop function lever, when the send-receive lever 
is in the "send" position (up). 

Adjust the height of the lower adjusting screT^ to regulate this 

clearance. 

Reset Lever Down Stop Screw Adj ustment (Fifflire 55-A and B) 

With the send-receive handle in the "send" position (up) and the toe 
of the intermediate lever under the blank function lever extension, select the 
"blan^" combination and rotate the main shaft until the function bail roller 
just leaves the cam surface of the blank function l^^^^- ^^^J^^^^f ^^^t'^:,,^ 
Leak kev and immediately release it. The stop 3^ver plate should just latch 
f ™ cont^ lever, (on bases equipped with send-receive-break mechanism 
ha^nf the safety pawl should latch the operating lever) 

TfhPrP should not be more than .002" clearance between the stop lever plate 
"d tL between the safety pawl and the operating lever 

on bases with send-receive-break mechanism having two lower contacts). 

(A) Omitted when typing unit is not equipped with mechanical motor stop 
mechanism. 

BOTE: After making a single adjustment, check related adjustn>ents. 
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To adjust, set the height of the reset lever down stop screw. 
•^^-Left Margin Ad.justing Screw Adjustment (Figure 49) 

The left edge of the letter should print 7/8" (plus or minus 
1/16") from the left edge of the platen used as the first character in 
lines of 72 character length. When lines of 76 character length are required, 
the left edge of the letter "M" should print 11/16" (plus or minus 1/16") 
from the left edge of the platen. 

To adjust, turn the left margin adjusting screw inward and lock the 
carriage in place, by operating the dashpot lever, so that the carriage will 
be in a position to print the letter "M" the required distance from the left 
edge of the platen as specified in the foregoing paragraph. Make sure that 
the carriage clutch members are fully engaged. Then reposition the adjusting 
screw, so that when the lock nut is slightly tightened so as to take up the 
end play in the threads, and a horizontal pull of 8 lbs. is exerted on the 
dashpot lever applied with a 12 lb. scale at right angles to the curved sur- 
face 1/32" behind the margin adjusting screw, there is a slight clearance 
(not more than .002") between the end of the screw and- the dashpot lever. 
Turn the left margin adjusting screw l/6th turn in a direction to eliminate 
this clearance and tighten the lock nut. 

Right Margin Adjusting Screw Adjustment (RLgure 50) 

The printer should normally print seventy-two characters on a line 
before spacing is blocked by the spacing stop pawl. 

To adjust, return the carriage to the left end of the line and back 
off the right margin adjusting screw. Then, with the right margin adjusting 
screw am in engagement with its detent, space the carriage one less space 
than the number of characters desired per line, that is, seventy-one spaces 
for normal lines of seventy-two characters, (The carriage should then be in 
position to print the. last character for the desired laigtb of line.) Adjust 
the stop screw so that the spacing stop pawl is moved within ,015" to ,030" 
from a projection on the spacing stop sleeve. 

Ribbon Oscillator Lever Adjustment 

With the ribbon lockout bar in its unoperated position, (pulled 
outward tovrard the right) the ribbon should fully cover any character as it 
is being printed and the top edge of the ilbbon should not be above the bottcm 
edge of the printed character when the printing has been completed and the 
main shaft clutch has disengaged. 



-"-Oaitted Tfhen adjusting sprocket feed printers. See page 57, 
NOTE: After making a single adjiistment, check related adjustments 
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To adjust, shift the platen to the figures position (up) and loosen 
the ribbon oscillator lever clamping screw and nut. Position the ribbon 
oscillator lever and tighten the clamping screw and nut. Check this adjust- 
ment with the platen in the letters position (dovm). See Figure 56. 

Ribbon Lockout Bar Adjustment (Figure 57) 

NOTE: This adjustment applies only to those printers equipped with the adjust- 
able ribbon lockout bar. 

Hold the ribbon carrier dovm and move the ribbon lockout bar to the 
left against its stop. The ribbon should be locked sufficiently belovf the 
printing line to prevent printing of any portion of the characters. 

To adjust, remove the ribbon, ribbon carrier, and type bar guide 
from its adapter plate and loosen the ribbon lockout bar adjusting screws. 
Move the platen to the figures position. Hold the ribbon oscillator dovm and 
move the ribbon lockout bar to the left against its stop (the lockout bar 
extension should slide over the top of the ribbon oscillator). Push the lock- 
out bar extension down so that the ribbon oscillator extension is held finnly 
against the type bar guide adapter plate; also, hold the right end of the 
ribbon lockout bar dovm and tighten the lockout bar adjusting screv/s. Replace 
the type bar guide, ribbon carrier, and the ribbon. 

V/ith the ribbon lockout bar in its operated position and with a 12 lb. 
scale hooked over the end of the ribbon lockout bar, and pulling directly in 
line vd.th the bar, it should not require more than 5 lbs. to move the lockout 
bar to its unoperated position. 

Spacing Clutch Torque (Figure 38) 

Measure the clutch torque with the motor running after the motor has 
run as least ten minutes. Operate the carriage return lock bar and hook a 
32 oz. scale at the bottom of the uppemost projection on the spacing stop 
sleeve and pull horizontally toward the rear of the typing unit until the 
leading edge of the projection on th^ spacing stop sleeve is approximately 
vertical. It should require 14 to 19 ozs. to hold the sleeve stationary. 

Margin Signal Bell Adjustment 

The bell should ring on the sixty-sixth printer character for lines 
of seventy-two character length. 

To adjust, return the carriage to the left end of the line. Then 
space the carriage sixty-six spaces to the right. Loosen the margin bell cam 
thumb screw, and adjust the cam so that its right side is in contact vdth the 
margin bell pawl and tighten the thumb screw. (Figure 46 for location of parts). 



NOTE: After making a single adjustment, check related adjustments. 
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Selector Clutch Torque (Figure 59) 

The torque should be measured with the motor running at least ten 
minutes. Hook a 32 oz, scale to the selector cam sleeve stop arm. It should 
require a pull of 14 to IS ozs. to hold the sleeve stationary. This clutch 
torque depends on the condition of the felt washers and the friction clutch 
spring. If any difficulty is encountered in securing the specified torque, 
shims may be placed at the inner end of the selector friction clutch spring. 
Shims are available under the following numbers: 

96763 shims (.012") 

96764 shims (.016") 

96765 shjjns (.020") 

The selector cam sleeve, its associated friction discs and compression 
spring must be removed from the shaft in order to insert the shims. 

Bail Cam Unit Friction Clutch Torque (Figure 59) 

Ronove the function bail spring and hold the printing bail away from 
its adjusting sere?;. V/ith the printer running on a closed line, hook a 32 oz. 
scale over the screv/ head on the cam unit, and pull horizontally at right angles 
to the main shaft. It should require 20 to 24 ozs. to move the cam opposite to 
its normal direction of rotation. 

Dashpot Vent Screw Adjustment 

The carriage should return from its right stop to its left stop with- 
out bouncing and with minimum shock, v^en the carriage return lock bar is held 
in its latched position. 

Adjust by means of the dashpot vent screvf and lock nut. 

KETBOARD ADJUST^TS 
Lock Loop Spring Tension (Figure 60) 

Rotate the transmitting cam sleeve until the lock loop roller is rest- 
ing on the low part of its cam. Hook an 8 oz. scale in the lock loop spring hole 
and pull in line with the spring. It should require 4 to 5 ozs. to start the 
lock loop moving. 

Locking Lever Shaft Bracket Adjustment (Figure 60) 

With all the contact levers on the high parts of their cams, there 
should be some clearance, not more than .010", between the contact levers and 
the locking levers, when the locking levers are pressed downward by hand to 
make this clearance a minimum. Also the locking levers should travel equally 
on either side of the lock loop blade, v/hen the "letters" and "blank" keys are 
alternately depressed. 



IIOTE: After making a single adjustment, check related adjustments. 
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To adjust, add or remove shims between the locking lever shaft bracket 
and the keyboard casting to meet the first requii'ement and, before tightening 
the bracket mounting screws, position the bracket laterally to meet the second 
requirement . 

Transmitting Contacts Gap Adjustraent (Figure 60) 

YJith any contact lever on the high part of its cam, the contact gap 
should be .020" to .025". 

Bend the shorter contact springs to obtain this clearance. 
Contact Spring Pressure (Figure 61) 

Tilth any contact lever on the low part of its caia, it should require 
a pressure of 4-1/2 to 5-1/2 ozs. to open the contact, when the push end of an 
8 oz. scale is applied to the contact spring just above the contact point. 

To adjust, bend the longer contact springs. Recheck the contact gap 
adjustment. 

Clutch Spring Compression (Figure 62) 

Hook a 32 oz. scale to the clutch driven member projection and pull 
directly in line vd.th the shaft. It should require 9 to 12 ozs. to separate 
the clutch teeth. 

Clutch Adjustment (Figure 63) 

There should be .005" to .015" clearance between the clutch teeth when 
the clutch is fully disengaged. 

To adjust, position the clutch throw-out lever by means of shims 
placed betvfeen the throw-out lever post and the bracket. 

Lock Loop Roller Adjustment 

NOTE: This adjustment appLies only to those keyboards equipped with lock loops 
having an elongated hole for the roller pivot screw. 

Rotate the keyboard shaft until the clutch teeth are disengaged. 
Press the lock loop roller against its cam to fully disengage the clutch teeth 
and position the locking levers directly below the lock loop blade to make the 
clearance a minimum. Under these conditions there should be .008" to .015" 
clearance between the lock loop blade and the locking lever having the least 
clearance. 

To adjust, position the roller pivot screw by means of its elongated 
mounting hole. (See Figure 60 for location of parts.) 

Universal Bar Pilot Screws Adjustment 

The universal bar should have some end play, not more than .010"; the 
universal bar extension should be approximately in the middle of the space be- 
tween the "P" and "carriage return" key levers; and the trip-off pawl should 



NOT^: After making a single adjustment, check related adjustments. 
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clear the sides of the stop plate mounting screws and the locking lever bracket, 
Twhen the trip-off payd is operated by depressing a key lever, (See Figure 63 
for location of parts,) 

To adjust, position the universal bar by means of its pilot screv7S. 
Trip-Off Pavfl Stop Plate Adjustment (Figure 63) 

There should be .040" to .O6O" clearance between all . key levers and 
the universal bar vfhen the tidp-off pavd is resting against the end of the stop 
plate. 

To adjust, position the trip-off stop plate by means of its elongated 
mounting holes. 

Intermediate Pawl Eccentric Ad.iustment (Figure 63) 

There should be ,050" to ,060" clearance between the trip-off pawl 
and the intermediate pawl, vAien the trip-off pavd is resting against the end of 
the stop plate and the intermediate paid is against its eccentric. 

To adjust, position the intermediate pawl eccentric. 

Clutch Throw-Out Lever Eccentric Adjustment 

The intermediate pawl should be held firmly betvreen the clutch throv;- 
out lever eccentric and the intermediate pawl eccentric, when the clutch throw- 
out lever is resting on the low part of the clutch driven member. 

To adjust, position the clutch throw-out lever eccentric, (See 
Figure 63 for location of parts,) 

Trip-Off Pawl Eccentric Adjustment .( Figure 6U) 

With the clutch throw-out lever held against the high part of its cam 
and the clutch throvz-out lever eccentric held against the clutch throi^out 
lever, the end of the trip-off pavi should clear the end of the intermediate 
pawl by not more than ,004" vihen a key lever is slowly depressed. 

Adjust by means of the trip-off pawl eccentric screw, 

NOTE: There are t?ro positions of the eccentric screw that vdll provide the 

correct clearance. The high part of the eccentric should be positioned 
toward the rear of the keyboard in making this adjustment. If necessary 
bend the rear extension of the trip-off paid stop plate so that, with 
the trip-off pavd in its operated position, there is at least ,002" 
clearance betv/een the fomed up end of the stop plate and the lower edge 
of the trip-off pawl. 

Clutch Throw-Out Lever Spring Tension 

Vath the clutch teeth engaged and the clutch throv/'-out lever resting 
against the low part of the clutch driven member, hold the intermediate pawl 
against its eccentric; at the same time hook an 8 oz, scale over the throw-out 



NOTE: After making a single adjustment, check related adjustments. 



- 42 - 



lever just above the spring hole and pull in line -with the spring. It should 
require 1-1/2 to 2-1/2 ozs. to start the lever moving. (See Figure 63 for 
location of parts. ) 

Trip-Off Pawl Spring Tension (Figure 6^) 

Unhook the trip-off pawl spring. V/ith an 8 oz. scale hooked in the 
spring eye, it should require 3-1/2 to 4-1/2 ozs. to pull the spring to posi- 
tion length. 

Transiriitting Cam Cylinder Bnd Play (Figure 66) 

The transmitting cam cylinder should have some end play, not more 
than .002". 

To adjust, position the bushing in the rear bearing bracket by means 
of its adjusting nuts. 

Key Lever Spring Tension Adjustment (Figure 6?) 

The openings between the ends of all key lever springs except the 
spacer key lever spring, should measure 1-3/16". The spacer key lever spring 
should measure 1-15/16" across the opening between the ends. 

Adjust by bending the springs. 

Repeat Space Rod Adjustment (Figure 68) 

Yath the space bar fully depressed by applying pressure at approxi- 
mately the center of the bar, there should be .010" to .020" clearance between 
the clutch throw-out lever and the high part of the throw-out cam. 

To obtain this requirement, adjust the repeat space rod by means of 
its adjusting nuts. (See Figure 63 for location of parts.) 

Repeat Space Rod Bracket Adjustment (Figure 69) 

This adjustment applies only to keyboards equipped with repeat space 
rod brackets having enlarged mounting holes (.205" in diameter) and a flat 
vmsher under the head of the bracket mounting screw. 

There should be some clearance, not more than .008", between the 
formed end of the repeat space rod and the flat side of the transmitter rear 
bracket, throughout the entire travel of the repeat space rod, -vthen the space 
bar is ftilly depressed. The front face of the repeat space rod bracket should 
be parallel to the rear surface of the transmitter rear bracket. 

To adjust, position the repeat space rod bracket by means of its 
enlarged mounting holes. 

Repeat Space Rod Spring Tension (Figure 69) 

Hook an 8 oz. scale over the repeat space rod, just in front of the 
spring hole, and pull in line with the spring. It should require 1 to 2 ozs. 
to start the rod moving. 



NOTE: After making a single adjustment, check related adjustments. 



ADJUSma^TS OF THS CENTER CONTACT GOVERNOR 
f^rl^'^I^;^ ^^^^^ Friction Washer S pring Tension Ad.1ustinent (Figure 70) - 

• TO * adjusting wheel so that the tension on the governor contact 

is 13 to 14 ozs. Measure this tension by hooking a 32 oz. scale over the con- 
tact spring am next to the contact and pulling parallel to the speed adlust- 
mg spring. ^ v*juou 

To measta-e the pressure of the speed adjusting wheel friction washer, 
insert a bank pin in the leather rim (radially), and hook a 32 oz. scale over 
the pin, at the periphery of the adjusting wheel, and pull at ilght angles to 
the radius. It should require 16 to 20 ozs. to start the wheel moving. 

To adjust this tension, remove the friction washer and bend the 
large projections. 

Inner and Outer Disc Co ntact Spring Ad.justment (Figure 71) - See Note (D) 

(a) The distance from the inner surface of the governor cover to the highest 
point on the contact springs should be 25/32" to 27/32". 

(b) Place a 5/16" socket wrench over the nut, located in the center of the 
governor cover, that is used to hold the contact springs in place. Vfith 
a suitable scale, measure the radial distance from the vertical surface 
of the wrench to the point where the scale touches the curved surface of 
the inner disc contact spring. Ttila distance should be 17/32" to 19/32". 

(c) In a similar manner, measure the distance from the wrench to the point of 
the contact on the outer disc contact spring. This distance should be 
7/16" to 1/2". 

Adjust by bending the inner and outer disc contact springs. 
Governor Brush Spring Plate Bracket Adjustment 

The spring plate bracket should be positioned to meet the following 
requirements ; 

(a) A line through the center of the outer disc should pass through the centers 
of both contact brushes (Figure 72-A) . 

(b) The surface of the brush spring plate bracket on which the brush spring 
plate is mounted should be in line with the outer surface of that part of 
the governor cover on which the target is mounted (Figure 72-B) . 

(c) The bracket should be parallel to the edge of the motor base plate. 

To adjust, position the brush spring plate bracket by means of its 
enlarged mounting holes. 



(D) These requirements should be checked with the governor adjusting bracket, 
the brush spring plate, and the governor cover removed. 

NOTE: After making a single adjustment, check related adjustments. 
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Governor Brush Spring Pressure (Figure 72-b) 

(a) Inner Disc Brush Spring: 

Hook an 8 oz. scale over the inner spring, just to the right of the 
carbon contact brush as vievred from the rear of the motor and pull horizontally 
away from the motor. 

It should require 4-1/2 to 5-1/2 ozs. to start the brush moving away 
from the disc. 

(b) Outer Disc Brush Spring: 

Apply an 8 oz. push scale against the outer brush spring, just to the 
right of the carbon contact brush as viewed from the rear of the motor, and push 
horizontally toward the motor* It ^ould require 4-1/2 to 5-1/2 ozs. to start 
the brush moving away from the disc. 

(c) Both contact brushes should lie flat against their respective discs, and the 
outer edges of the brushes should be flush with or not more than 3/64" 
inside the outer edges of the disc. 

To obtain the correct brush spring pressure, remove and bend the brush 

springs. 

Governor Adjusting Bracket Adjustment (Figure 72-b) 

There should be .020" to .060" clearance between the speed adjusting 
wheel and the speed adjusting surface on the bracket. 

Adjust by bending the governor adjusting bracket. 
Speed Adjusting Lever Stop Plate Adjustment 

There should be .006" to .050" clearance between the adjusting lever 
wearing strip and the governor when the adjusting lever is held against the stop 
plate. 

To adjust, position the adjusting lever stop plate by means of its 
elongated mounting holes. (See Figure 72-B for location of parts.) 

Governor Shims Adjustment 

?ath the governor speed adjusting lever in its unoperated position, 
there should be at least .006" clearance between the adjusting lever wearing 
strip and the adjusting wheel, when the wheel is opposite the wearing strip and 
all the end thrust of the motor armature is taken up in a direction to make 
this clearance a minimum. 

Adjust by means of shims placed on the amature shaft between the 
governor hub and the end frame casting of the motor. 



NOTE: After making a single adjustment, check related adjustments. 



SYNCHRONOUS MOTOR ADJUSTMENT 

ON SYNCHRONOUS I^TORS HAVm A SINGLE STARTING CONTACT, THE STARTING SIOTCH 
SHOULD MEET THE FOLLOVffNG REQUIREMENTS: 

NOTE: These requirements should not be checked unless the motor has been taken 
down or there is reason to believe the starting switch is out of adiust- 
ment. 



Starting Switch Ad.1u3tment (Figure 73) 

It is important that the starting switch be properly adjusted, for if 
the starting switch fails to open, leaving the starting winding on continuously, 
the motor starting vdnding ivill bum out. If the starting switch fails to close 
altogether, the motor may not start or may run backward, damaging the printer. 

To adjust, the starting switch, proceed as follows: 

(a) Remove the motor unit from the base. Remove the motor pinion and the motor 
fan (or handwheel, if the motor is equipped with a handwheel). 

(b) Take out the switch end shield screws and pull out the switch end shield 
about half an inch. 

(c) Ronove the two svdtch mounting screws, taking care that the shims between 
the switch bracket and the end shield are not lost. Note the number and 
thickness of the shims at each end of the switch bracket so that later they 
may be reassembled properly. Remove the end shield. 

Centrifugal VJeifrht Spring Tension 

Remove the centrifugal weight springs and check the weights and centri- 
fugal mechanism push collar for freeness. Check the tension of the springs as 
f ollov/s : 

V:ith one end of the spring held stationary, hook an 8 oz. scale in the 
other end and pull until the spring measures 1-3/4" overall, ihe scale reading 
should be 3-3/4 to 4-1/4 ozs. 

Starting Switch Contact Spring Tension 

V/ith the starting switch contact spring resting against the contact 
backstop and the bracket held so that the contact spring clears the rotor shaft 
and the centrifugal mechanism push collar, hook an 8 oz. scale over the contact 
spring just below the backstop and pull at right angles to the spring. It 
should require 1/2 to 1 oz. to start the contact spring moving away from the 
backstop. 

Adjust by bending the contact spring to meet this requirement. Care 
should be taken to avoid bending this spring excessively. 

Replace the centrifugal weight springs. 



MOT::;: After making a single adjustment, check related adjustments. 
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Replacing the Starting Sifyitch 

Replace the switch end shield on the shaft, Remoiint the starting 
switch on the switch end shield, making certain that the shim pile-up is 
equal on both sides of the svdtch bracket. Tighten the two switch mounting 
screws by alternately tightening each one a little at a time until both are 
tight. 

See that there is a fibre washer betvreen the rotor and the pinion 
end shield. Replace the smtch end shield screws and employ the same procedure 
as used in tightening the switch mounting screws. 

Starting Sv/itch Contact Bracket Ad.1usti!ient 

A test set, consisting of a No. 82862 collar in conjunction ^d.th 
resistors and a milliammeter wired as shown in Figure 74, is used in connec- 
tion with this adjustment. 

With the 110 volt DC batteiy and motor connected as shown, it may be 
seen that when the starting switch contacts are closed, no current will flov/ 
throu^ the meter, V/ith the caitacts open, however, batteiy will flow through 
the meter limited by the resistors and motor windings. 

(a) With the test set connected to the motor as shown in Figure 73, check the 
starting switch contact bracket as follows: 

Fasten the No. 82862 collar on the rotor shaft at the s?dtch end of 
the motor, so that there is 1/32" clearance between the collar and the motor 
end shield. (The No. 82862 collar is not a part of the motor, but is a tool 
for use in checking this adjustment.) Press against the end of the rotor shaft 
until the No. 82862 collar is against the end shield, and slovdy turn the rotor 
one complete revolution, observing the meter on the test set. The meter needle 
should remain on zero, indicating that the contacts remain closed. 

If the contacts open, shims should be added between the starting switch 
bracket and the motor end shield. 

(b) Loosen the No. 82862 collar set screws and relocate the collar so that 
there is 1/16" clearance between the collar and the motor end shield. 
The rotor shaft should again be pressed until the collar is against the 
end shield and slowly turned one complete revolution. During this tune, 
the meter should read not less than .010 ampere, indicating that the 
contacts remain open. If the contacts close, shims should be retnoved 
from between the starting switch bracket and the motor end shield. 11 
the shims are removed recheck paragraph (a), 

NOTE: Care should be taken that the stiim pile-up is equal at both ends of the 
switch bracket. 

Remove the No. 82862 collar from the rotor shaft, 

(c,) AddLv the push end of a 12 lb. scale against the fan end of the shaft and 
^ - pSKallel with the shaft. It should require at least 7 lbs. pressure 
to start the shaft moving. 



NOTE: After making a single adjustment, check related adjustments. 
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Replace the motor pinion and the fan (or handvrfieel, if the motor is 
equipped ivith a hand v/h eel )« 

Replace the motor unit on the base and check the motor plate adjust- 
ment, 

IF IT IS NECESSARY, FOR REASON, TO REIIOVE THE STARTING SITITCH OR CENTRI- 
FUGAL ISCFIANISI,!, PROCEED AS FOLLOV^/S: 

Ramovin/^ the Starting Svdtch or Centrifugal Mechanism (Figure 73) 

(a) Remove the motor -unit from the base, and remove the motor pinion and motor 
fan (or hand^vheel, if the motor is equipped vfith a handv;heel). 

(b) Take out the svdtch end shield mounting screws, 

(c) Pull out the s^vitch end shield slightly and remove the switch mounting 
screws, taking the same precautions as noted in paragraph (c) of the 
starting switch adjustment, 

(d) Unsolder the stator leads connected to the starting switch, 

(e) Remove the ball bearing, A bearing puller should be used, and care should 
be taken so as not to dent the brass covering that encloses one face of 
the bearing, or to burr the shaft. Never use a hammer, chisel, or any 
tool of that nature, directly against the face of the inner or outer ring. 

NOTE: -.Jhen handling the bearing, it is of the utmost importance that no dirt 
be alloT/ed to enter the bearing. Dirt, grit, dust, or foreign matter 
of any kind acts as an abrasive, which when ground between the revolv- 
ing ball6, vdll wear out the races. Before replacing, it is well to 
wash the bearing in kerosene or gasoline and then spin the bearing to 
remove the dirt. I^en laying a bearing down, lay it on a clean piece 
of paper - never on a dirty bench or table top. New bearings should 
not be unT^rapped until ready to be used, 

(f) The starting svdtch may now be removed. To remove the centrifugal mechan- 
ism, remove the two mounting screvfs. 

Assembling the Starting Svdtch or Centrifugal Mechanism (Figure 73) 

(a) Assemble the centrifugal mechanism to the rotor by means of the tvro centri- 
fugal mechanism mounting screws, making certain that the insulator has been 
mounted properly between the mechanism and the rotor, 

(b) Place the fibre push collar washer on the svdtch end of the rotor shaft in 
front of the centrifugal mechanism push collar, 

(c) Insert the rotor partly in the stator vdth the sidtch end partly out of 
the frame, 

(d) Place the starting svdtch on the shaft against the push collar washer, vdth 
the contact spring toward the rotor. With the contact points of the start- 
ing svdtch in the upward position, solder the two vdres, that are tied 
together, to the upper terminal of the starting switch. 



NOTE: After making a single adjustment, check related adjustments. 
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(e) Before replacing the bearing, vdpe the shaft clean and examine for burrs 
or corrosion. If necessary, use emery cloth, dressing do\m the shaft just 
enough to remove inequalities of the surface and any burr on the shoulder 
of the shaft, to insure proper seating of the bearing. Now wipe the shaft 
clean and apply a trace of machine oil to the part of the shaft that seals 
the bearing. 

Replace the ball bearing on the smtch end of the rotor shaft v;ith the 
shielded side of the bearing facing the rotor. The bearing has what is 
known as a "light tap" fit, that is, the bearing fits on the shaft so that 
a series of light taps will drive it in place. The best tool to use is a 
piece of pipe or tubing, preferably of brass, which is just large enough 
to slip over the shaft and to bear only on the inner ring. Never apply 
pressure of any kind to the outer ring, the balls, or the retainer, as this 
is likely to injure the bearing. It is absolutely essential that the bear- 
ing be started straight and that the blows be light. See that the bearing 
is solidly up against the shaft shoulder. Pack bearing with approved 
lubricant. 

(f) Place a felt washer and a retaining v/asher in the order given in the switch 
end shield. 

(g) Slide the switch end shield over the switch end of the rotor shaft, insert- 
ing the ball bearing in the machined recess of the switch end shield. 

(h) Adjust the starting switch, following the instructions given under "Start- 
ing Switch Adjustments," 

To remove or replace the ball bearing on the pinion end of the rotor, 
proceed as follows: 

(a) Remove the motor unit from the base and remove the motor pinion and motor 
fan (or handi/^eel, if the motor is equipped with a handwheel). 

(b) Take out the pinion end shield mounting screws and remove the end shield. 

(c) Proceed as in paragraph (e) of "Removing the Starting Switch or Centri- 
fugal Mechanism." 

Replace the bearing on the pinion end of the rotor as follows: 

(a) Proceed as in paragraph (c), "Assembling the Starting Switch or Centri- 
fugal Mechanism." 

(b) Assemble in the pinion end shield the following in the order given: felt 
washer, cup v;asher, thrust spring, and thrust spring washer. 

(c) Replace the end shield mounting screws, tightening alternately each screw 
a small amount until they are tight. 

ON SYNCHRONOUS MOTORS mm A THREE BRUSH STARTING Sl'JITCH, THE S^'JITCH SHOULD 
MEEH THE FOLLOVING REQUIREMENTS: 

NOTE: These requirements should not be checked unless there is reason to 
believe the starting switch is out of adjustment. 



NOTE: After making a single adjustment, check related adjustments. 



(a) Remove the motor unit from the base and remove the motor fan and pinion. 

(b) Remove the svdtch end shield screws and the svsdtch commutator mounting 
screws. Remove the switch end shield, 

(c) Pull out the rotor until the brush holder spring is accessible and remove 
the spring, 

(d) The tension of the spring for 60 cycle motors should measure 3 to 3-3/4 
ozs, when extoided to a length of 5 inches, using an 8 oz. scale. The ten- 
sion of the spring for 50 cycle motors should measure 1-1/2 to 2-1/2 ozs, 
when extended to a length of 5 inches, using an 8 oz, scale, 

(e) The brush holders should be mounted by means of the center set of mount- 
ing holes and should be free, 

(f ) The brush holder stop pins should be safely within the holes of the fibre 
disc TNhen all the play in the brush holders has been taken up to make the 
engagement of the pins with the disc a minimum. 

(g) Replace the brush holder spring, making certain that the spring eyes are 
fully engaged with each other, 

(h) Replace the svdtch commutator screws and tighten the two screws alternately 
a little at a time until both screws are tight. 

(i) Replace the switch end shield screws using the same precaution in tighten- 
ing as above, 

(J) Apply the push end of a 12 lb, scale against the fan end of the shaft and 
push parallel to the shaft. It should require at least 7 lbs, pressure to 
start the shaft moving. 

(k) Replace the motor fan and pinion. Replace the motor unit on the base and 
check the motor plate adjustment, 

BASS UNIT ADJUST^MTS 
Motor Unit Slip Connection Springs Adjustment 

(a) Mth the motor unit in position on the base, hook a 4 lb, scale under one 
of the end motor unit slip connection springs, just above the head of the 
terminal screw on the motor connection block, and pull toward the front 
of the base at right angles to the spring. It should require 2 to 4 lbs, 
to just break contact. Measure the pressure of the opposite end slip 
connection spring in the same manner. This Dressure can be regulated by 
removing the motor unit and bending the springs, 

(b) With the motor unit removed and a straight edge placed across the two end 
springs, there should be some clearance not more than ,015" between the 
two inner springs and the straight edge. Adjust by bending the two inner 
springs. 



NOTii: After making a single adjustment, check related adjustments. 
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Line Jack Springs Adjustment 

It should require 1 to 2 lbs, pressure, using a 12 lb. scale, on the 
curved part of the jack spring to just open the contacts. Vfith the typing unit 
in position on the base, the line jack contacts should be separated ,020" to 
.060". 

Bend the long contact spring to obtain these requireanents. 

Keyboard Jack Springs Adjustment 

It should require 1 to 2 lbs. pressure, using a 12 lb. scale, on the 

curved part of the jack spring to just open the contact. With the keyboard 

inserted in the base, the keyboard jack springs should be separated •025" "to 
.075". slip connection springs should be in line. 

To adjust, first remove the four base plate mounting screws and the 
base plate. Then remove the four screws that hold the slip connection mount- 
ing plate assembly to the base, so that the bakelite cover can be removed, and 
then replace the four screws. Next measure the pressure of the two keyboard 
jack springs. With the keyboard inserted in the base the keyboard jack springs 
should now be separated by .005" to .025". This clearance may be measured fron: 
above the base by inserting a wire gauge between the contact springs. Bend the 
long contact spring of the two jack springs to obtain this spring tension and 
bend the short contact spring to provide this contact gap. (After the bakelite 
cover is replaced the jack contact springs should be separated by .025" to .075".) 
Remove the keyboard from the base and vdth a straight edge laid across the two 
kejrboard jack springs, align the other slip connection contact springs by bend- 
ing, so that they just touch the straight edge. Remove the four slip connection 
mounting plate screws, and insert the bakelite cover in its original position. 
Replace the four mounting screws previously removed. Finally install the base 
plate on the base by means of its mounting screws. 

Typing Unit Slip Connection Spring Adjustment 

Remove the typing unit from the base. Hold a straight edge flush 
against the left rear milled surface on the base and extend the straight edge 
over the printer slip connections. There should be 7/8" clearance (plus or 
minus 1/64") betv;een the straight edge and the curved part of the springs. 
Bend the slip connection springs to obtain this clearance. 

NOTE: The following adjustments apply only to bases equipped with a jack for 
closing the line and selector circuits vfhen the line relay is removed. 

Relay Jack Contact Gap Adjustments 

(a) When the jack plunger is held flush with the relay connection block mount- 
ing plate, there should be a gap of .010" to .015" between the contact 
points of No. 3 and No. 4 contact springs. See Figure 75-B. 

(b) Itien the jack plunger is held flush with the relay connection block mount- 
ing plate there should be .020" to .025" clearance between the contact 
points of No, 1 and No. 2 contact springs. See Figure 75-B. 

Adjust by bending No. 2 contact spring. 



NOTE: After making a single adjustment, check related adjustments. 



- 51 - 



Relay Jack Contact Spring Tension Adjustment 

V/hen an 8 oz. scale is hooked to contact springs No. 1 or No, 4 at 
right angles to the springs it should require a pull of 5 to 7 ozs. to separate 
the contact points of contact springs No. 1 and 2 or of contact springs No. 3 
and 4 respectively. See Figure 75-A. 

Adjust by bending No. 1 and No. 4 contact springs. 
Adjustments of Send-Receive-Break Mechanism Having Sinff:le Upper Contact 

Operating Lever Spring Tension (Figure 76- A) 

Unhook the cont5.ct lever spring and the safety pawl spring. V/ith the' 
send-receive handle in the "send" position (up), hook an 8 oz. scale over the 
spring bar on the operating lever, and pull up vertically. It should require 
5-1/2 to 6-1/2 ozs, to start the lever moving. Replace the safety pawl spring. 

Contact Lever Spring Tension (Figure 76-A) 

With the contact lever spring .unhooked, from the contact lever and the 
send-receive handle in the "send" position (up) , hook a 32 oz. scale in the 
spring eye. It should require 9 to 11 ozs. to extend the spring to its posi- 
tion length. Replace the spring. 

Safety Pa?/1 Spring Tension (Figure 76-B) 

Hook an 8 oz. scale over the end of the lower extension on the safety 
pawl and pull at right angles to the extension. It should require 1-1/4 to 
2-1/4 ozs. to start the pawl moving. 

Send-Receive-Break Contact Springs Adjustment (Figure 76-C) 

Viewing the base from the front, the send-receive-break contact springs 
are numbered 1, 2, 3, 4» 5, and 6, from left to right. 

(a) Move the send-receive handle to the "send" position (up) . 

(1) All contact points should meet across their entire surface. 

(2) There should be some clearance, not more than .004", betvfeen the fibre 
insulator on the lower end of contact spring No. 4 and the contact 
lever to the right of it. 

Adjust by bending contact spring No. 4 

(3) There should be a clearance of .015" to .020" betvfeen contacts No. 3 
and No. 4» Ho. 1 contact should not bear against No. 3. 

Adjust by bending contact spring No. 3« 



NOTE: After making a single adjustment, check related adjustments 
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(4) Contact No. 1 should exert a pressure against contact No. 2. Hook an 
8 oz. scale around contact spring No. 1 just below the contact point 
and pull horizontally to the left. It should require 3 to 4 ozs. to 
Just separate the contacts. 

Adjust by bending contact spring No. 1. 

(5) There should be a slight clearance, not more than .004", between the 
fibre insulators on springs No. 1 and No. 3. 

Adjust by bending contact spring No. 2 and recheck the pressure of 
spring No. 1. 

(b) Move the send-receiv© handle to the "receive" position (dowi). 

(1) With left end of the operating lever held against the notch in the 
safety pawl, the fibre insulator on the No. 6 contact spring should 
clear the upper extension of the operating lever by .01$" to .020". 

Adjust by bending contact spring No. 5. 

(2) Contact spring No. 6 should exert a pressure on spring No. 5* Hook 
an 8 oz. scale aroimd contact spring No. 6, just above the contact 
point, and pull horizontally to the right. It should require 4-1/2 
to 5-1/2 ozs. to just open the contacts. 

Adjust by bending contact spring No. 6 and recheck the clearance 
betv/een the operating lever extension and the fibre insulator on the 
No. 6 contact spring. 

Adjustments of the Send-Receive-Break Mechanism Having Two Upper Contacts 

Viewing the base from the front, the send-receive-break contact 
springs are numbered 1, 2, 3, 4, 5, and 6, from left to right. (See Figure 78) 

Stop Lever Plate Adjustment (Figure 77-A) 

With the left end of the upper contact lever held up against the stop 
lug on the stop lever plate, there should be .004" to .015" clearance betv/een 
the shoulder in the notch in the upper contact lever and the top of the lower 
contact lever. 

To adjust, position the stop lever plate by means of its mounting screY/. 
Break Lever Adjusting Plate Adjustment (Figure 77-b) 

There should be some clearance, not more than .015", between the rear 
upper comer of the beveled edge on the left end of the upper contact lever and 
the lower front edge of the stop lug on the stop lever plate, when the break 
lever is slowly operated by hand until the two edges are just opposite each 
other. 

To adjust, position the break lever adjusting plate by means of its 
adjusting screw. 



NOTE: After making a single adjustment, check related adjustments. 



stop Lvlr: Adjustment (Figure 78--A) 

The upper extension of the stop lever should rest against the stop lug on the 
mounting bracket vfhen the stop lever is in its unoperated position, and there 
should be some clearance, not more than ,030", between the rear side of the 
upper contact lever and the front edge of the stop lever plate. 

Adjust, if necessary, by bending the stop lug on the mounting bracket. 
Upper Contact Lever Spring Tension (Figure 79--B) 

With the send-receive handle in the "send" position (up), and the 
No. 3 contact spring held av/ay from the extension on the upper contact lever, 
hook an 8 oz. scale under the left end of the upper contact lever at the spring 
hole, and pull up vertically, in line Tffith the spring. It shoidd require 3 to 
5 ozs. to start the upper contact lever moving. 

Stop Lever Sprin/? Tension (Figure 78~A) 

With the stop lever resting against the stop lug on the mounting bracket, 
hook an 8 oz, scale in the spring mounting hole in the stop lever, and pull in 
line vdth the spring. It should require 1 to 2 ozs. to start the stop lever 
moving, 

Send-Receive-Break Contact Springs Ad.ju^tment 

(a) All contact springs and points should be in line, 

(b) With the sendr-receive handle in the "send" position (up), there should be 
some clearance, not more than ,008", between the fibre insulator on the 
lower end of No, 1 contact spring and the extension on the lov/er contact 
lever to the right of it. 

When checking this clearance, the lower contact lever should be held firmly 
against its stop (Figure 79-A), Adjust by bending contact spring No. 2. 

(c) Contact No. 1 should exert a pressure against contact No, 2 (Figure 79-A), 
Hook an 8 oz, scale around contact spring No. 1, just below the contact 
point, and pull horizontally tov^ard the left. It should require 1 to 2 
ozs, to just separate contacts No, 1 and No, 2. 

Adjust by bending contact spring No, 1, 

(d) Recheck (b), 

(e) There should be a clearance of at least ,015" between No, 3 and No, 4 con- 
tacts (Figure 79-A), 



Adjust by bending contact spring No, 3, 

(f) Move the send-receive handle to the "receive" position (doi^n) and make sure 
that No* 3 and No. 4 contacts close, 

(g) There should be at least ,015" clearance between No. 1 and No. 2 contacts, 
(See Figure 78-C). 

Adjust by bending contact spring No. 2. Recheck (b). 



NOTE: After making a single adjustment, check related adjustments. 
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(h) Contact No. 3 should exert a pressure against contact No. 4. Hook an 8 oz. 
scale around contact spring No. 3 just above the contact point, and pull 
horizontally tov/ard the left. It should require 1 to 2 ozs. to just separate 
contacts No. 3 and No. 4. (See Figure 78-C) 

Adjust by bending contact spring No. 4. 

(i) Recheck (e). 

(j) V/ith the left end of the upper contact lever held against the notch in the 
stop lever plate, the fibre insulator on No. 6 ccaitact spring should clear 
the extension on the upper contact lever by at least .008". (See Figui'e 
77-A.) Make certain that contacts No. 5 and No. 6 are separated by at 
least .015" when the break lever is operated. (See Figure 78-3.) 

Adjust by bending contact spring No. 6. 

(k) Contact No. 6 should exert a pressure against contact No. 5» Hook an 8 oz. 
scale around contact spring No. 6 just above the contact point, and pull 
horizontally tovmrd the right. It should require 4-1/2 to 5-1/2 ozs. to 
just separate contacts No. 5 and No. 6. (See Figure 78-C) 

Adjust by bending contact spring No. 5» 

(1) Recheck (j). 

CONTROL RSLAY .iDJUSTLiaNTS 

(a) For "break" operation the control relay should be adjusted to meet the follow- 
ing requirements; (See Figure 80-A. ) 

(1) With the relay plunger held operated, there should be .005" to .010" 
clearance between the contact surfaces of the outer and middle contapt 
springs. 

Adjust by bending the outer contact spring. 

(2) V/ith the plunger held operated, there should be .025" to .030" clear- 
ance between the contact surfaces of the inner and middle contact 
springs. 

Adjust by bending the inner contact spring. 

(3) VJhen an 8 oz. scale is hooked over the middle contact spring at the 
side of the contact and pulled horizontally at right angles to the 
contact spring, it should require 5 to 6 ozs. to cause the middle 
contact spring to break contact with the inner contact spring. 

Adjust by bending the middle contact spring. 

(4) Recheck (2). 



NOTE: 



After making a single adjustment, check related adjustments. 
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(b) For "make" operation the control relay should be adjusted to meet the 
follovdng requirements: (See Figure 80-B. ) 

(1) Hold the relay plunger operated and hook a 32 oz, scale over the end 
of the outer contact spring and pull horizontally at right angles to 
the contact spring. It should require 12 to 16 ozs. to cause the 
outer contact spring to break contact with the middle contact spring. 

Adjust by bending the outer contact spring. 

(2) With the relay plunger held operated, there should be .030" to ,040" 
clearance between the contact surfaces of the inner and middle con- 
tact springs. 

Adjust by bending the inner contact spring. 

(3) Hook an 8 oz. scale over the middle contact spring at the side of the 
contact and pull horizontally at right angles to the contact spring. 
It should require 1-1/2 to 2 ozs. to cause the middle contact spring 
to break contact with the inner contact spring. 

Adjust by bending the middle contact spring. 

(4) Recheck (2). 

The operating current for the control relay should be between .O5OA, 
and .O6OA. when adjusted for either "make" or "break" operation. 

N0T5; For Receiving Only Printer Covers 

The following instructions apply to send-receive-break mechanism 
having single upper contact. 

Vitien the printer is used with a receiving only cover, it is necessary 
to reposition the send-receive handle, as shown in Figure 81-A, to provide 
clearance for the printer cover. Normally the send-receive handle is 
positioned below the latch handle vdth the projecting lug on the operating 
end pointing upward. Remove the shoulder screw and lock nut used to mount 
the send-receive handle and latch handle to the bracket. Turn the send- 
receive handle over and position it above the latch handle, with the pro- 
jecting lug on the operating end pointing downward, as shown in Figure 81-A, 
Insert the shoulder screw and replace the lock nut. 

The following instructions apply to send-receive-break mechanism 
having two upper contacts. 

VJhen the printer is used with a receiving only cover, it is necessary 
to reposition the send-receive lever, the break lever adjusting plate, the 
adjusting screvf and nut, and the send-receive lever and break lever bushing. 
(See Figure 31-3) 

Unhook the break lever spring, loosen the mounting screv/ nut and 
remove the screw. 



NOTE: After making a single adjustment, check related adjustment s. 
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Loosen the adjusting screw nut and remove the adjusting screw and 
break lever adjusting plate. 

Remount the break lever adjusting plate as shown in Figure 81-3, 
making certain that the screw does not extend beyond the break lever. 

Insert the bushing with the short shoulder on the outside. 

Place the send-receive lever as shovm in Figure Sl-B vdth the pro- 
jecting lug to the rear and mount the asserably on the bracket. 

Replace the break lever spring. 

Speed Setting 

Y^hen A.C. or D.C. governed motor units are used, a tuning fork is 
supplied for the puipose of regulating the motor speed. The fork is equipped 
with shutters attached to the ends of the tines. On the rim of the motor fly- 
wheel is attached a speed target of alternate black and white spots. (See 
Figure 72-B) 

To check the speed, turn the target lamp on and tap the fork lightly 
to start it vibrating. Hold the fork close to the eye and view the moving 
spots on the target through the fork shutters. If the motor is running at the 
correct speed, the spots will appear to be stationary. If the motor is running 
too fast, the spots will appear to be moving in the direction in which the 
motor is rotating; if too slow, in the opposite direction. The motor speed 
may be increased by pushing against the speed adjusting lever (mounted on top 
of the motor next to the flywheel). The speed may be decreased by pressing the 
governor adjusting bracket to;vard the flywheel, so that the finger on the bracket 
comes in contact with the adjusting wheel on the governor. 

NOTE: There is a possibility of setting the speed incorrectly, due to getting a 
speed multiple; i.e., the speed could be half the desired speed, or twice 
the speed, or some other multiple, but the spots would appear to be sta- 
tionary through the fork shutters. This should be kept in mind if trouble 
is experienced in the operation of the printer. 

Mo speed setting is required on units equipped vdth synchronous motors, 
since they are constant speed motors. 

Orientation 

Mounted to the left of the main shaft of the printer is the range 
finder assembly used for the pu3?pose of orientating the receiving printer to the 
incoming signals. 

Before taking the orientation range, set the •armature spring (Figure 32) 
to a position where it measure 6 to 6-1/2 ozs, tension. How "RY" (the 

letters "R" and "Y" sent alternately) should be transmtted to the printer 
continuously while the range is being taken. 



IIOTE: After making a single adjustment, check related adjustments. 
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Vfliile "RT" is being received, loosen the index am thumb screw and 
shift the index am toward "Zero" xmtil errors begin to appear in the "RY". 
Then move it back slowly until these errors disappear. This position indicates 
one limit of the orientation range. Note the position on the scale. 

Repeat the same perfomance toward the opposite end of the scale to 
find the other limit. 

After the two limits (or extreme positions of perfect printing) have 
been found, the index arm of the range finder should be set midway between 
these two points. 

Now turn the armature spring adjusting screw in a clockwise direction 
until errors show in the "RI". Then from this point, count the number of turns 
in a counter clockwise direction necessary to bring the spring to its high 
limit (where "RT" fails). Half this number of turns backward (in a clockwise 
direction) will position the adjusting sere?/ midway between its tvto failing 
points, or in the middle of the armature spring range. Lock the screw in this 
position. 

The orientation range should be rechecked after the armature spring 
range has been taken. 

liine Current 

Between 50 and 60 milliamperes at 110 volts, direct current, is 
required for the operating coils. 

Operating Coil Resistance 

The 110 volt coils (No. 177) measure 105 ohms each. 

Local Power Requirements 

The printers are usually equipped with either 110 volt A.C. or 110 volt 
D.C. motors requiring approximately 100 watts for their operation. 

SPROCKET FESD PRINTER ADJUS^EgiLMTS 
Left Pressure Roller Lever Adjustment (Figure 82) 

men an "R" wrench (.125" thick) is placed betv/een the platen and the 
knurled surface of the right pressure roller, the left pressure roller should 
rest against the platen. The centers of the pins on the platen should line up 
with the center of the groove in the left pressure roller when the roller is at 
the midpoint of its end play. 

Adjust by means of the left pressure roller lever clamping screw. 



NOTE: After making a single adjustment, check related adjustments. 
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Right Pressure Roller Lever Spring Collar Adjustment (Figure 82) 

With the right pressure roller lever against the right pressure roller 
lever spring collar, the centers of the pins on the platen should line up with 
the center of the groove in the right pressure roller, vhen the roller is at the 
midpoint of its end play. The right pressure roller lever should have some end 
play not less than .002". 

Adjust by means of the right pressure roller lever spring collar. 

Right Pressure Roller Lever Spring Torsion (Figure 83) 

Hook an 8 oz, scale over the right pressure roller bearing screw nut 
and pull vertically upward. It should require 5 to 8 ozs, to start the right 
pressure roller moving away from the platen. The torsion can be varied by 
rotating the right pressure roller lever spring collar on the shaft. 

Left Pressure Roller Lever Spring Torsion (Figure 83) 

Hook an 8 oz. scale over the left pressure roller bearing screw nut, 
and pull vertically upward. It should require 5 to 8 ozs, to start the left 
pressure roller moving away from the platen. 

NOTE: If the right pressure roller lever spring collar is rotated to secure 
thi# spring torsion, the "Right Pressure Roller Lever Spring Collar 
Adjustment" should be rechecked. 

Pulley Collars Adjustment (Figure 82) 

The left and right pulleys should have appreciable end play, not more 
than .010". 

Adjust by means of the pulley collars and set screYvs. 

THE FOLLOmiG ADJUSTJAM'ITS SHOULD BE MADE IN PLACE OF THOSE MAHKFi) VvITH AM 
ASTERISK ON PAGES 25, 26, 32, 33, and 37. 

Left Margin Adjusting Screw Adjustment (Figure 49) 

With the type bar carriage at the left end of the line , and the 
carriage return clutch members fully engaged, the left edge of the letter "M" 
should print 1/64" to 1/8" from the paper carrier belt groove adjacent to the 
left sprocket ring (See Figure 82). 

To adjust, turn the left margin adjusting scrext in so that it will not 
interfere with positioning the carriage. Move the carriage to a position where 
the letter "M" will be printed at the left end of the line within the foregoing 
specified limits, and engage the carriage return clutch by operating the dashpot 
lever to hold the carriage in this position. Make sure that the carriage return 
clutch members are fully engaged. Then reposition the adjusting screw, so that 
when the lock nut is slightly tightened to take up the end play in the threads, 
and a horizontal pull of 8 lbs. is exerted on the dash pot lever (new style), 



NOTE: After making a single adjustment, check related adjustments 
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applied with a 12 lb. scale at right angles to the curved surface 1/32" behind 
the mrgin adjusting screw (10 lbs. on old style lever applied just in front 
of the shoulder), there is a slight clearance (not more than .002") between 
the end of the screw and the dashpot lever. Turn the left margin adjusting 
screw one-s3Jcth turn in a direction to eliminate this clearance and tighten 
the lock nut. ^ 

NOTE: Vihere it is desired that the printing be located at a given point with 
reference to a vertical line on the foms, the platen unit may be 
shifted as much as .030" to the left or right of its standard adjust- 
ment by means of its pilot screws, provided that care is taken to avoid 
interference by the platen with either side frame. If more than .030" 
adjustment is required, the printing point may be shifted .050" by 
shifting the teeth of the spacing shaft gear with relation to the main 
shaft gear one tooth of the spacing shaft gear. To do this, place the 
carnage in its extreme left position, loosen the spacing shaft top 
bearing retaining plate, raise the spacing shaft until the gears dis- 
engage, and turn the shaft clockwise one tooth and reassemble the 
spacing shaft and the retaining plate. 

CAUTION: Vttien the printing point is shifted by either or both of the fore- 
going methods, recheck the left margin adjustment; also make 
certain that the line feed link and the shift link do not bind. 

Platen Friction Assembly Adjustment (Figure Bl^) 

Lift the pressure rollers (Figure 82) off the platen. Unhook the 
line feed detent lever spring and place the platen handle vertically ups^ard. 
Hook a 32 oz. scale over the end of the handle and pull horizontally tov/ard 
the front of the printer. tVhen sprocket feed paper foms having 1 to 3 
copies are to be used, it should require 2U to 16 ozs. to start the platen 
rotating. Vftien forms having 4 to 6 copies are to be used, it should require 
10 to 12 ozs. to start the platen rotating. 

This friction can be varied by rotating the adjusting nuts on the 
friction assembly. Replace the line feed detent lever spring and lower the 
pressure rollers against the platen. 

THE FOLLaVim ADJUSTMENTS SHOULD BE llADE BEFORE THE "RIGHT ICARGIN ADJUSTING 
SCRKvv ADJUSTtiSNT" ON PAGE 37. 

Platen Roller Sprocket Rings Adjustments (Figure Bp) 

The bottcxn of a printed line of the letter "N" should be 1/32" 
(plus or minus 1/64") above a line drawn horizontally on a sheet of sprocket 
feed paper, between the lower edges of corresponding perforations. 

To adjust, loosen the three set screws in each sprocket ring and 
rotate the rings. 

Paper Guide Posts Adjustment (Figure 82) 

Mhen sprocket feed paper forms are inserted in the printer, the paper 
guide posts in the loading plate should just clear the edges of the forms. 



NOTE: After making a single adjustment, check related adjustments. 



- 60 - 



To adjust, position the two gtiide posts in their elongated mounting 

holes. 

THE FOLLOVaNG iiD JUS'Kv[SfJT IS TO BS i.lADE AFTER ALL OTMER PRINTER ADJUST1.ISMTS. 
Cover Paper Guide Posts Adjustment (Figure 86) 

Place the cover on the printer. If multiple copy forms are to be used, 
align the sprocket holes in the first of a length of forms, and place a paper 
clip over the leading edge to hold the foms in alignment. Insert the forms in 
the machine by threading the leading edge between the surface of the paper guide 
and the guide strip, thence through the slot in the cover, under the center 
retarding rod on the typing unit, and over the surface of the loading plate 
under the platen, with the leading edge of the foms resting against the ribbon 
guide, and with the pressure rollers in their extreme raised position, press the 
forms to the platen near the ribbon guide, and turn the platen crank to carry 
the edge of the forms past the ribbon guide. Set the forms on the sprocket pins, 
being sure that the pins are in their proper holes so that the paper is straight, 
and lower the pressure rollers to hold the forms in place. Then take up the 
slack in the foms by grasping them j\ist below the paper guide and pulling them 
straight down. The two guide posts on the loading plate to the rear of the 
platen should be adjusted so that they just clear the sides of the paper when it 
is straight and taut. The four guide posts on the paper guide should have a 
similar clearance. 

Adjust by positioning the guide posts in their elongated mounting holes, 
TABULATOR hECHANISM ADJUSUENTS 
Tabulator Bar Adjustment (Figure 8?) 

The tabulator bar should be parallel to the front carriage rail, 
within .010", as gauged by measuring the clearance between the tip of the tabula- 
tor pawl on the carriage and the tabulator stops located at each end of the ^ 
tabulator bar, and should be approximately centrally located on the send-receive 
mechanism plate with some end play, not more than .004", on its bearings. 

The tabulator bar may be centered and the end play regulated by means 
of the pivot screv/s, and its parallel position with relation to the front 
carriage rail may be adjusted by means of the right hand pivot bushing. 

NOTE- With the typing unit resting on its left side, the tabulator bar should 
clear the supporting surface on which the typing unit is then resting 
by at least 1/16". Reposition the pivot screws if necessary to secure 
this clearance. 

Tabulator Latch Adjustment (Figure 88-A) 

The top of the front projection of the tabulator latch bar should 
just touch the top of the opening in the tabulator latch, and there should be 
.010" to .015" clearance between the rear side of the front projection of the 
tabulator latch bar and the rear wall of the opening in the tabulator latch 
under the following conditions: 



NOTE: After making a single adjustment, check related adjustments. 
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„■, u.^ „ typing unit resting on its back and the platen in the 

Stirtfe\°ab„r^'°%*'%*^''^"'°" combination and mate th^.^ 
Shaft until the tabulator function lever rests against the sixth vane Mov« 
the carnage to approximately the center of its travel and iS in^ r>osi 

that the point of the stop is opposite and meets the point of the rawl m 
the canaage (ngwe 88-B). See that the tabulator S b^r is iTIonSct 
"fui^eLn?s! ^^'^ ^"^^ the s^cSied 

.counting slotf tabulator latch by means of its elongated 

Tabulato r Latch Bar Extension Ad.iu3tment 

The spacing pawl post should meet the bottom of the slot in tho 
spacing pawl link under the following conditions: 

,mint„v,.^ P^ting bail in its extreme rear position, the latch bar 

unlatched, and the rear spacing escapement pawl resti^ against the low pm? 
of the spacing escapen^nt ratchet. (See Figure 89 f or loStion of parts!) 

screws. ^^"^^ '"^'"^ °^ ^^"^ extension eccentric and mounting 

Tabulator Stops Adjustment (Figure 88-C) 

The tabulator stops should be adjusted with the typing unit restine 
carriage at any desired position. ^ 

column .nffU ^f^^^^e in position for the first character of a tabulated 
column, and the spacing escapement ratchet stopped by the rear spacing escane- 
Ss-'t^'m f ^^^-^^-,-top to the le?C of L carriag^^w^f IIZT 
1^ : K ^1^^ stop and the pawl, the tabulator 

bar end play has been taken up to make the clearance a maximum. Tighten the 
tabulator stop clamping screw. 

n^r^. Locate the large stop at the extreme right end of the line so that the 
cariaage pawl just rides up on the high part of the stop vrtien the carriage 
reaches the end of its travel. ^^-ucigc 

NOTE: men forms are onployed in the machine, the setting of the tabulator 
stops should be checked, using the form. It is essential that, on all 
machines connected to the circuit, the stops are set at exactly the same 
points in teims of the number of manual spacing operations from its 
left margin. 

Tabulator Function Lever Spring Tension (Figure 89) 

^ Tath the typing unit resting on its right side and the printing bail 

in Its extreme rear position, hook a 12 lb. scale over the rear extension of 
the tabulator function lever, just in front of the lobe, and pull at right 
angles to the function lever extension. It should require 3-1/4 to 4-3/4 lbs. 
to start the function lever moving. 



NOTE: 



After making a single adjustment, check related adjustments. 
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Tabulator Latch Bar Spring Tension (Figure 89) 

with the tVDing unit resting on its right side and the printing bail 
in its extr^ rearl^tK, lift thf rear spacing escapement pawl suffxcxently 
To brL^lrhi^h part of a tooth of the escapement -'i^?,^^^^"^,,,. 

hook an 8 oz. sc^e over the -ltrat'l:lSt Slerl the'tabSItfr latch bar. 
^xf ru^d lltlrT.-W^ro^ltJT'^ IS^rSa^^r latch .r .oving. 

Tabulator Bar Spring Tension (F i^re B9-B) 

With the typing unit resting on its right side, the printing bail in 

the tabulator bar moving. 

m,-. X «.4«r, ^« t;. +n ozs. on tabulator mechanisms equipped vdth a 
N0T3: ;;^-3^-n^,"„,^*^3'to°::;t°rSl a transndtter distributor fro. a 15 

printer tabulator. 

MKCITANISM FOR CONTROLLING A REPaRFO HAIDR LICTQR FMI A 1^ TTFE PRINTER 
(Operates on upper case "H" and upper case "S") 
Reperforator Control Plate Adjustment 

With the "blank" combination selected and the main shaft rotated until 
Witn xne oj-tuuv k^^j v?in«=«? there should be some clearance, not 

the function levers rest against the vanes, ^^/^^^^^ 1 and its function 

s :rsfc:s;.r ji^irs ufcr«rir. V p.^ " 

in the upper notch of its latch (See Figure 91). 
Reperforator Control Cont act Adjustment (Figure 90I 

the lower contact spring and the contact pawl. 

Adjust by bending the contact springs. 
nontact Paw l S pring Ten ^^^^nn (Figure 90) 

the horizontal a^ of th-of a^t paw^^^^ 

^^hrf^ofThX^rSonfr^^^^ — • " 

rSire 3/4 to 1-1/2 ozs. to start the pawl movang. 



NOTE: 



After making a single adjustment, check related adjustments. 



-63- 



Reperforator Control Function Levers Spring Tension (Figure 91) 

Select the "blank" combination and rotate the main shaft until the 
function levers rest against the vanes* Hook a 32 oz. scale under the forward 
extension of the function lever in slot No. 13, just to the rear of the lobe, 
and pull upvjard. It should require 24 to 32 ozs. to start the lever moving. 
Check the spring tension on the function lever in slot No. 6 in the same manner. 



NOTE: After making a single adjustment, check related adjustments. 
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LUBRICATION 

The oil and grease specified in the supplement furnished with this bulletin should 
be used to lubricate the Model 15 printer. 

Unless otherwise specified, one or two drops of oil at each of the places indicated 
vdll be sufficient. Use oil for lubrication at all of the places listed below, 
except where the use of grease or oil-grease-oil is specified. 

GMBRAL 

Oil both loops of all helical springs that exert a nominal tension of less than 
2-1/2 pounds. 

Apply grease to both loops of all helical springs that exert a nominal tension of 
2-1/2 pounds or more. 

TYPE BAR CARRIAGE ASSEMBLY 

1. Type bars - at segment slot. 

2. Code bars - at posts. 

3. Code bar bell cranks - on wearing surfaces. 

4. Pull bar bail guide rollers and guide surface (oil-grease-oil). 

5. Pliinger surface and rollers, surface of pull bar bail guide post 
(oil-grease-oil) . 

6. Operating roller (oil-grease-oil). 

7. Carriage support rollers - three. 

8. Ribbon reverse bail. 



9. " feed shaft bearing - 3 oil holes. 

10. " feed pawl. 

11. " feed pawl operating lever pivot screw and wearing surface. 

12. " feed ratchet - teeth. 

13. " lockout bar - at type bar segment slot. 

14. " feed shaft bearings - upper and lower. 

15. " feed mechanism gears. 

16. " spool shafts bushings - ronove spools. 

17. " reverse shafts - upper and lower bearings, arms, pawls, and levers. 



18. Margin bell pawl. 

19. Ribbon shift lever and roller 

20. Oscillator lever shoulder screw and carriage casting slot. 

21. Type bar carriage rack, space shaft pinion and travel. 

22. Ribbon reverse detent. 

23. Ribbon feed shaft detent - grease 

TYPING UNIT LESS THE TYPE BAR CARRIAGE ASSMBLY 

A. Platen Unit 

1. Shaft bearings (one in each shaft hub). 

2. Line feed detent lever mounting shoulder screw. 

3. Line feed detent roller. 

4. Single-double line feed lever betvreen flat spring and detenting cam and 
where single-double line feed lever fits into groove in platen shaft hub. 

5. Line feed pawl and operating lever shoulder screws. 

6. Shift detent roller - (grease). 



7* Platen unit pivot bearings. 

8. Upper ends of line feed and shift vertical links. 

9* Paper knife supporting arms and paper guide bearings. 

10* Paper straightener lever bearings* 

11. Paper strai^tener rod supporting lever bearings. 

12. Pressure roller release shaft and crank bearings. 

13 • " " release cams, crank and shoulder screws. 

14. " " shafts - bearing stirface. 

15 • " " sleeves (one drop each). 

16. Letters and figures stop screws - grease ends. 

17. Platen friction disc assembly - satia»ate felt washer with oil (separate 
discs). 

18. Paper spindle bearings. 

19. Line feed check lever shaft bearings. 

20. Line feed detent ratchet - (apply grease sparingly). 

21. Left end of platen shaft - before installing platen crank 

Main Shaft 

1. Hold ri^t end of printer up about 6" and remove oil plug. Fill shaft 
imtil oil runs out of the left end. 

2. Main clutch sliding member (oil freely;. 

3. Main clutch thi*owout lever pivots - (oil-grease-oil). 

4. Main shaft friction washers - saturate with oil (separate discs). 

(a) Selector unit assembly - 2 friction washers. 

(b) Spacing clutch friction washer. 

5* Locking lever cam felt washers on selector cam assembly. 

6. Selector cam sleeve - each cam peak. 

7. Main shaft right ball bearing - (oil-grease-oil). 

8. Main shaft left ball bearing. 
9* Thrust bearing - end balls. 

10. Spacing clutch spring coils - (pemitting oil to flow between prongs of 

driven member of spacing clutch and worm gear sleeve) • 
U. Spring (coils) vdiich compresses friction washers of selector cam assembly - 

(oil will flow between prongs of nut on main shaft and friction disc which 

engages this nut) • 
12. Cam unit and spacing clutch, oil holes* 
13* Main clutch camming surface. 

14. Main shaft cam surfaces - (grease). 

15. Spacing escapement ratchet teeth - (grease). 

Selector Unit 

(Note: Be careful not to get oil between the pole faces of the selector mag- 
nets and the magnet armature.) 

1. Armature beailngs - two. 

2. Trip latch plunger, trip latch and bell crank lever and stop lever of range 
finder assembly. 

3. Swords and selector levers - drop oil between separating plates of swords 
and levers. 

4. "T" levers - (all points of contact). 
5* Azmature locking lever. 

6. Locking wedge - at point of engagement with locking lever. 
Note: Selector cam sleeve is listed under Main Shaft. 
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D. Motor Stop Mechanism 

!• Motor stop pawls shoulder screw and lever bearings. 

2. Release lever bearing, contact lever bearing and where contact lever pro- 
trudes through break mechanism plate* 

E. Bail Unit Assembly 

1. Bail assembly shaft bearings - fill oil cup - (two oil cups - new style). 

2. Between spacing pawls # 

3. Function bail and printing bail operating arm bearings. 

4. Function lever bail roller - two bearings (oil-grease-oil). 

5. Roller surface to have film of grease. 

6. Function bail and printing bail operating arm and rollers (oil-grease-oil). 

7. Printing bail blades where plunger operating roller engages blades. 

8. Printing bail adjusting screv; head - (grease). 

F. Vane Frame Assembly 

1. Function levers in vane frame slot. 

2. " "in slots in break mechanism plate. 

3. ti II push bars and latch bars - in function lever comb. 

4. Flat spring in slot in "letters" push bar. 

5. Vane pilot screws - bearings. 

6. Send-receive-break mechanism, intennediate lever mounting screw, and oper- 
ating lever mounting screw - (Be careful not to get oil on friction spring 
washer of send-receive-break mechanism "T" lever). 

7. Vanes front edges - where bell crank slotted ends slide in engagement with 
vanes. 

8. Sixth vane detent roller. 

9. Locking function lever - (apply grease in notches). 

G. Spacing Shaft Assembly 

1. Spacing shaft - upper bearing, oil; lower bearing, fill oil cup. 

2. Carriage return clutch members prongs. 

3. Spacing gear, lower - (grease). 

H. Carriage Return Mechanism 
1. Carriage .return latch bar at point of engagement with latch - (grease). 



2. " " clutch release fork and operating lever bearings. 

3. »i n push bar and latch bar operating lever shoulder screw, 
4» " » locking bar bell crank link shoulder screw. 

5. " " spring drum bearing. 

6. " " spring release lever shoulder screw. 

7. Clutch release fork link shoulder screw. 

8. Locking bar bell crank upper cross bar casting shoulder screw. 

9. " " and locking bar bell crank shoulder screw. 
10, " " latch and left hand side frame shoulder screw. 



11. Dashpot piston rod - one drop oil rubbed over surface of piston. 

12. Dashpot lever mounting shoulder screw, and roller mounting pilot screw, 
(Grease at point of contact with left hand margin adjusting screw.) 
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13. Type bar carriage assembly - upper and lovrer, track surface. 

14. Carriage return spring - through oil holes in drum. 
15 • Spacing stop lever and shoulder screw* 

16. Carriage return operating lever stop screw - (grease). 

1. Bell Function 

1» Bell striker arm and arm operating lever - bearings. 

2. Bell push bar and latch bar shoulder screw* 

3» Bell latch bar at point of engagement with latch - (grease). 

J. Shift-Unshift Mechanism 

1. The "figures'* and "letters" push bars shoulder screw. 

2. Bell crank lever and operating lever shoulder screw. 
3« " " " and operating lever joint. 

4. Shift vertical link, lower end and detent lever shoulder screw* 

K. Line Feed Function 

1* Line feed push bar and bell crank lever shoulder screw. 

2* Bell crank lever mounting shaft. 

3. Vertical link and bell crank lever, lower end, shoulder screw. 

4. Margin bell shaft - 2 bearings. 

MOTOR UNIT 

1* Motor pinion - (grease). 

2. Motor bearing oilers - two. 

3« Motor speed lever - pilot screw. 

BASE 

Send-Receive^Break Mechanism 

1* Operating lever and safety pawl release lever shoulder screw* 

2. Contact operating lever - shoulder screw - (also drop oil between lever and 
rear surface of send-receive-break mechanism bracket). 

3. Reset lever shoulder screw - (also drop oil between reset lever and rear sur- 
face of bracket. 

KEYBOARD 

A. Lubrication on Bottom Side of Keyboard 

1* Code bars - in slots and rollers. 

2. Universal bar pilot screw - bearings. 

3. Trip off pawl link - joint. 

4« Keylevers on keylever shaft and in rear comb. 
5« Locking levers - between pins in code bars. 
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B. Lubrication on Top Side of Keyboard 

1. Keylevers - in front coinb, 

2* Space bar loop - on space bar loop shaft. 

3. Keyboard shaft - two oil cups. 

4. Keyboard clutch - sliding member. 

5. Cams - apply light film of grease to surfaces of all six. 

6. Locking loop - pilot screw, bearings and roller. 

7. Contact lever pivoting shaft and guiding comb. 

8. Locking levers in locking lever comb. 

9. Clutch throwout lever - bearings. 

10. Trip-off and clutch lever pawls. 

11. Keyboard gear - (grease). 

12. Repeat space rod at bearing points and points of contact. 

SPROCKET FEED PRMSR 

Same as for friction feed printer except omit from "A. Platen Unit" items 9, 10, 
11, 12, 13, 14 and 15, and add the following: 

1. Pressure roller shaft - bearing surfaces. 

2. Pressure rollers - bearings. 

3. Paper carrier belt rollers. 

TABUUTOR MECHANISM 

!♦ Tabulator pawl shoulder screw. 

2. Tabulator stops - (grease). 

3. Tabulator bar bearing screws. 

4. Space pawl link - at slot. 

5. Tabulator latch - latching surface. 

6. Tabulator latch bar - at pivot and at link shoulder screw. 

7. Tabulator function lever - at pivot point and at point of engagement with 
lock bar. 
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